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An Invitation 


WELVE HUNDRED of the finest 
hospitals in America have expressed 


their faith in the American Hospital 





Association by accomplishing J/nstitutional 
Membership. If twelve hundred more eligi- 
ble hospitals on this continent would become 
institutional members, the Association could 
treble the quantity and quality of its service 
to the hospital field. 


Is Your Hospital a Member of the 
American Hospital Association? 


If Not, Why? 





The further progress of your institution as 
well as that of the Association awaits your 
decision. Upon receipt of the name of your 
hospital, indicating interest in institutional 
membership a regular application blank will 
be sent to you. 


AMERICAN HOSPITAL ASSOCIATION 


Eighteen East Division Street 


CHICAGO 
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Write... 


and ask to have a Midland Service Man dem- 
onstrate 


Midland Tileoleum 


THE LIGHTNING CLEANSER 


in your hospital, We are confident that you 
will be surprised and delighted with the work 
you will see done by this remarkable tile, marble 
| and terrazzo cleaner. The request will not ob- 
ligate you in the slightest. 


Midland sales representatives are 
located in all principal cities. 


Midland Chemical Laboratories, Inc. 
DUBUQUE, IOWA, U. S. A. 


MIDLAND 


Tileoleum 


THE LIGHTNING CLEANSER 
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The McKESSON 
Universal Anesthetic Apparatus 


Is EQUIPPED FOR ANY OPERATION NOW PERFORMED 
IN SURGERY 


T is built upon the Unit System, and mounted on 
ball bearing wheels. The whole equipment is read- 
ily moved about, a lock box is provided for in- 

halers, wrenches, etc., 

and large tanks of 
any size are rigidly 
held in position. 





It is the most com- 
plete instrument ever 
built for gas-oxygen 
| anesthesia. The anes- 
thetist is relieved 
of many functions 
which the apparatus 
performs a u t omati- 
cally, while he is in 
complete control of 
the patient’s narcosis 
at all times. 











Accuracy of con- 
trol, simplicity of op- 
eration and dependa- 
bility are characteristics of McKesson Universal 


Apparatus. 





om 


MCKESSON UNIVERSAL UNIT NO. 100 





Write for catalog 





TOLEDO TECHNICAL APPLIANCE CO. 
TOLEDO, OHIO, U. S. A. 























on 
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Adopt 


DIGALEN 


A ‘Council’ accepted digitalis 


for routine 
digitalis administration 
and buy it from our 


HOSPITAL SALES DEPARTMENT 





in special hospital packages 
at these prices: 





VIALS, 15 C.C. (% OZ.) 


Lots of 100 ampuls, per vial..................-. $0.50 

ote or 25 ols; pet Oth. < cc. 22 <0-2--ces~ccse Pi 

Smaller quantities, per vial...................--- -60 
AMPULS, 1.1 C.C. 

Hospital carton, 100 ampuls..............-..--- $5.00 


Digalen ampuls are made of special glass 
which protects against deterioration. Every 
lot is given three independent laboratory 
tests, the last by the Bacteriological Dept. 
of a world renowned University, to insure 
—* sterility before being released for 
sale. 














Address your orders to the 
Hospital Sales Department of The 


HOFFMANN-LA ROCHE CHEMICAL WORKS 
19 Cliff Street v NEW YORK 
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MICAWBER. 


spent his life WAITING FOR SOMETHING TO 
TURN UP. 


HE NEVER GOT ANYWHERE! 


_ Accredited Graduate Nurses, Technicians, Dieti- 
tians, Class A Physicians, 


Don’t Be Modern Micawbers! 


It’s our business to turn up these good salaried 
appointments for you. 

WE ARE THE LARGEST, OLDEST, BEST 
KNOWN REGISTRY FOR MEDICAL SERV- 
ICE IN THE WORLD! 

We are in touch with the best appointments with 
hospitals, institutions, corporations, and individuals 
all over the United States. 


Register with us and let AZNOE’S SUPER- 
SERVICE help you realize your ambitions. 


Send for our new illustrated booklet. 

















CENTRAL REGISTRY FOR NURSES 
NATIONAL PHYSICIANS’ EXCHANGE 
30 North Michigan, Chicago 
Founded 1896 
Member of the Chicago Association 
of Commerce 
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What KLIM is 


MILK— 


that is bacteriologically 


—PURE 
—UNIFORM 
~CLEAN 


dehydrated to a soluble 
powder—without loss of 
vitamins or other ele- 
ments is— 


KLIM— 


Keeps without Ice 
Liquefies easily 

Insures against shortage 
Averts loss through souring 























Use by physicians in infant feeding testifies to its 
quality. Special price to hospitals 
tepresents a saving. 







Samples, literature and special trial offer 
sent to any hospital superintendent 





MERRELL-SOULE Co. 
SYRACUSE, N. Y. 
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EPHEDRINE 


CCUMULATING evidence in medical 
literature and in clinical work, con- 
firms the opinion that EPHEDRINE has 
found a permanent place in medicine and 
particularly in the treatment of asthma 
and hay fever. Many clinical investigators 
prefer the hydrochloride form of the drug. 


EPHEDRINE HYDROCHLORIDE, as 
manufactured by the Abbott Labora- 
tories, is of the highest purity and is 
supplied in 1% gr. tablets, tubes of 20 and 
bottles of 100; also in 34 gr. capsules, 
bottles of 40 and 500; in powder, bottles 
of 4% oz. and 1 o0z.; and in 3% solution, 
bottles of 1 oz. 


When ordering of your druggist specify “Ephedrine 
Hydrochloride” Abbott. 


Literature will be sent upon request. 


Abbott 
LABORATORIES 
NORTH CHICAGO, ILLINOIS 


NEW YORK SAN FRANCISCO SEATTLE 
LOS ANGELES TORONTO BOMBAY 
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ADRENALIN 
INHALANT 


For Rapid Relief in Cases of 
Nose and Throat Infection 


| | Vine the nose is blocked and the accessory 

sinuses are Closed by pathogenic organisms 
and the resulting inflammatory exudate, Adrenalin 
Inhalant usually affords the patient immediate relief 
and aids the healing process by maintaining drain- 
age through its tonic; astringent effect on the tissues 
and blood vessels. 


Adrenalin Inhalant is also of value in the control 
of hemorrhage from accessible mucous membranes. 
It may be applied directly to the bleeding surface on 
cotton or in the form of a spray. 

In rhinitis, pharyngitis, tonsillitis, laryngitis, 
angina, hay fever, etc., Adrenalin Inhalant is very 
useful. It likewise promptly controls certain forms 
of bronchial irritation attended with coughing. 


Adrenalin Inhalant is supplied in 1-0z. bottles only. 


Parke, Davis & COMPANY 
DETROIT, MICHIGAN 


ADRENALIN INHALANT HAS BEEN ACCEPTED FOR INCLUSION IN N. N. R. BY THE COUNCIL ON 
PHARMACY AND CHEMISTRY OF THE AMERICAN MEDICAL ASSOCIATION 
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Something New 


The first number of the New Year—and we wished to 
start it off with a striking editorial, something with a dash of 
philosophy, a spice of poetry, and a flavoring of something 
from the old writers. 


Thus we began foraging in our bookcase, where, hidden 
in the beloved volumes we generally find the start, but, as we 
settled comfortably down to the perusal of a book which, for 
the noncé, shall be nameless, there was an interruption: 

“Oh, don’t give us any of that old stuff! Write something 
new and up-to-the-minute for 1928.” 


Lese Majesté, at which we were first surprised, then 
annoyed, and, last, awakened, for, after all, it is a new year, 
and for its newness we welcome it in our various ways—the 
ringing of bells, the tootling of noise makers, chanting of 
hymns or the latest songs, according to taste. 


A new start at a new year, and hope is the morning star. 
Ring in the New, ring out the Old. Ring it out gladly, for 
its sorrows and troubles have been lived through and can be 
forgotten, while its victories and accomplishments remain with 
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us, and we look forward to what the New Year will add to | 
them. 


This habit of looking forward to something is worth cul- 
tivating. It is our greatest asset. It keeps us alive and keeps 
us going. The person with nothing to look forward to would | 
live in the depths of despair. 


Now, what have we to look forward to in the hospital | 
field? Obeying the practical minds, we shall forget such in- 
consequential things as the facts that the days are now length- 
ening and the robin will soon be singing his rondelay, but so 
many things of great moment may be in the mists of the 
future, that we can look forward with eagerness. 


Maybe the year will bring us, at last, a real discovery of 
the cause and cure of cancer, or something revealing on the 
subject of tuberculosis. Who knows but that a new and bet- 
ter anesthetic awaits us? The physicists, perchance, will har- 
ness some more of the light spectrum for therapeutic needs, | 
or—to be more material still—some rich men may take a turn 
to philanthropy and donate millions to establish research 
laboratories in hospitals. 


Perhaps, the American Hospital Association will make 
as great strides in the New Year as it did in the old, or the 
international hospital movement become a very active and 
effective force. 


That crusty, crabby trustee, who never seems pleased at 
anything you do—now, he, maybe, will get a change of heart 
and an infection of optimism. 


Your patients, we hope, will be all tractable, pleased with 
the food, charmed with the service, happy to pay their bills, 
and leave your institution completely recovered and singing 
your praise. 


You will have no deficit, and the new crop of nurses will 
be to the profession born. Your salary will be increased— 
Oh, pshaw! Now, it couldn’t all come out as grand as that, 
but there is something new and good to look forward to, and 
we will step forward to meet whatever it is half-way, rejoic- 
ing for the good that is coming and meeting whatever troubles 
are in the offing with the smile of an unbeatable spirit. 
Come on, New Year! Do your best! 



































































uyer | January, 1928 13 
é (e 
1 to | 
- Kathryn M. Prindiville - 
2eDS | S 
id . Miss Prindiville, who is a trustee of the New 
England Hospital Association and the superin- § 
tendent of the Lawrence and Memorial Asso- 
ital | ciated Hospitals, New London, Conn., has had 
ine an interesting and varied career in the hospital 
me field. 
ge She is a New Englander, hailing from Massa- 
the chusetts, and before taking up nursing or hos- 
pital work, laid in a business foundation in the 
offices of the J. J. Prindiville Construction Co., 
of Framingham, Mass. @ 
thea She then came to the Middle West for her 
5} start in hospital work, and is a graduate of the §& 
we S| School of Nursing of the Rockford Hospital, 
ar- | |§ Rockford, IIl., class of 1908. ¢ 
ds, | 2 After doing some special work in New York, § 
im >| Miss Prindiville was appointed superintendent 
‘ch 4} of the Joseph Lawrence Free Public Hospital in 
| 1911. This was a new hospital of forty beds, in 
K New London, Conn., which was equipped and 
ike 2 opened under her direct supervision. % 
he 5 With the outbreak of war, Miss Prindiville 
nd RK obtained a leave of absence from her hospital & 
Fi duties, and went into the service. For one pass- 
Ry age of the SS. Olympic in war times, she served 
at Fi as chief nurse, and was later chief nurse of Base 
rt S| Hospital No. 58, Rimaucourt, France. ¢ 
Returning from overseas, she again took up : 
th her hospital connection in New London, and in ¢& 
1918 the Lawrence Hospital and the Memorial 
ls, Hospital were amalgamated, being now known & 
ng as the Lawrence and Memorial Associated Hos- [§ 
pitals, with a bed capacity of one hundred and 
; seventy-eight, and splendid prospects for further & 
ill | growth. . 
— a In addition to her work as superintendent of & 
it, | this hospital— where she has been developing | 
id | both the hospital and the school of nursing— _ } 






Miss Prindiville was secretary for two years of 
the Connecticut Hospital Association. 
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Sarah Morris Hospital for Children, Chicago 


Children’s Hospital Sponsors Nutritional 
Research 


Milk Modification Principles Studied by Dr. Jesse R. 
Gerstley, at Sarah Morris Hospital for Children 


Susa P. Moore, Chicago 


Metabolic reports which bring 
together data of fundamental 
importance to the makers of 
formulae for the feeding of in- 
fants have grown out of a study 
of diarrhea in infants just com- 
pleted by Dr. Jesse R. Gerstley, 
Chicago. 


Normal Infants Brought Into 
Hospital 


The work has been done at 
Sarah Morris Hospital for Chil- 
dren, Chicago, supported by 
funds from the Otto Baer Fund 
for Medical Research. It was 
made possible for Dr. Gerstley 
to bring normal infants into the 
hospital for prolonged care. 


Chemical determinations on 


acids excreted in the stools 
were made twice a week over 
a period of six months with the 
infants in the hospital under 
constant observation at. all 
times. So far as we are aware, 
no such comprehensive study of 
the alimentary functions of nor- 
mal infants has heretofore been 
made. 

From the outset of the exper- 
iments Dr. Gerstley had in mind 
the collection of data that are 
required to clear up many con- 
troversial claims made for this 
or that fixed or variable for- 
mula in the artificial feeding of 
infants, and the hospital side of 
his investigative work is of es- 
pecial interest. 
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The technical aspects of the 
study were presented by Dr. 
Gerstley before the December 
meeting of the Pediatric So- 
ciety of Chicago. 

The administrative organiza- 
tion of his study he has dis- 
cussed with us together with 
the historical background of 
present practices in milk modi- 
fication in infant feeding. 


The whole history of the arti- 


ficial feeding of infants is 
brought into review for a 
proper appreciation of this 
study. 


Forty Years Back 


Until pediatrics became a spe- 
cialty some forty years ago it 
was regarded inevitable that 
large percentages of infant 
deaths would have diarrhea as 
their cause. It was only after 
statistical estimates disclosed 
that these diarrhea deaths were 
extraordinarily high among in- 
fants artificially fed and among 
infants in institutions as com- 
pared with diarrhea incidence 
and death rates among infants 
breast fed and home nurtured 
that scientific inquiry began to 
weigh with care the nutritional 
and environmental contrasts in- 
volved. 


It was at this point that in- 
fant welfare had its rise, and 
the further observation was 
added that breast feeding and 
improved hygienic routines as 
to rest, cleanliness, ventilation 
and heat control soon gave the 
supervised slum child a health 
advantage over children in bet- 
ter economic groups but with- 
out similar periodic observation 
and advice. 


Breast Milk Ideal Food 


Breast milk is the ideal food 
for infants. Death rates from 
nutritional disturbances or other 
concurrent conditions are from 


15 
three to five times as high 
among infants artificially fed. 

Modification of cow’s milk 


for infant feeding then must be 
in directions which simulate 
mother’s milk as closely as pos- 
sible. 

The chief differences between 
human milk and cow’s milk are 
in the constitution of proteids, 
mineral matter, and_ sugar. 
Sugar was easily added in the 
right proportions. Proteid mod- 
ification presented greater diffi- 
culties, but even the earliest 
proteid modification reduced in- 
fant mortality in child caring 
institutions by at least 15 per 
cent, and the way was clear for 
still greater precision in infant 
welfare technic. 


Three Schools of Infant 
Feeding 


It was in European clinics 
chiefly that laboratory investi- 
gation went its full limit in the 
minute study of each separate 
and distinct food factor in milk. 

Proteid, sugar, fat, whey, car- 
bohydrates, and minerals were 
studied in turn and the import- 
ance of each in turn exalted 


quite out of its true perspective. 











Metabolic Frame Specially Devised for 
the Conduct of These Experiments 
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There finally emerged three 
schools of infant feeding: (1) 
The percentage system which 
modifies cow’s milk in a man- 
ner that makes it resemble 
human milk as closely as possi- 
ble; (2) fat limitation, spon- 
sored by Adelbert Czerny of 
Berlin, which holds that excess 
of fat in cow’s milk has been 
the offending factor, and (3) 
protein concentration with the 
reduction of whey, the method 
of H. Finkelstein, which has 
revolutionized all earlier theo- 
ries of infant feeding. 

Ludwig F. Meyer rendered 
noteworthy service in this work 
by his studies of whey and 
sugar. “Eiweiss milk, developed 
by Finkelstein and Meyer in 
Germany, a protein milk, has 
been the greatest boon to infant 
feeding in the history of the 
world,” states Dr. Gerstley. 
“This mixture is high in pro- 
tein, high in casein, and low in 
amounts of whey and sugar.” 


Diarrhea Chief Health 
Menace in Infancy 


The nice discriminations of 
fractional food study did not 
end the food controversy, how- 
ever. The diarrheas are the 
chief health menace of early in- 
fancy. During the period cov- 
ered by these investigations at 
least 50 per cent of infant 
deaths in summer were caused 
by diarrhea. 

The diarrheas which are com- 
paratively mild and tend toward 
recovery in breast-fed- infants 
are acute and quickly fatal or 
tend progressively toward 
chronic forms of malnutrition 
and acidosis in children artifi- 
cially fed. 

There is agreement up to this 
point, but medical opinion be- 
yond this is divided, one group 
holding to the belief that diar- 
rhea is of infectious origin and 
the other regarding the trouble 
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as primarily a metabolic affair. 

The matter is further compli- 
cated by the fact that New 
York, Boston, and other eastern 
cities, where raw milk is fed, 
report as high as 75 per cent of 
diarrhea cases as_ infectious, 
while in the Middle West, 
where milk is consistently ster- 
ilized in infant feeding, diar- 
rheas of infectious origin are 
held to be relatively uncom- 
mon. British reports show an 
incidence of 10 per cent for in- 
fectious diarrhea, and percent- 
ages on the Continent are cor- 
respondingly low. 

The literature on this subject 
is too voluminous for the aver- 
age person to delve far into 
these matters. Nevertheless, 
one must observe the authority 
and increasing importance of 
recent discussions on bacillary 
causes, temperature and humid- 
ity factors, and the role of free 
acid in bacterial invasion of the 
alimentary canal. All these 
later considerations have trans- 
ferred the attention from the 
chemistry of foods to the body 
chemistry of the individual pa- 
tient. 


Infants Differ in Normal 
Requirements 

Infants differ greatly in their 
normal requirements, and sick 
infants present unexpected re- 
actions to theoretical feeding, 
so that fractional estimates 
readily become a farce in actual 
practice. The physician appre- 
ciates that he must sustain his 
little patient by whatever means 
he can through the crises of 
metabolic upset, and to some 
extent every patient must be 
fed empirically. 

Dr. Gerstley’s study, there- 
fore, centers upon the patient’s 
individual manner of handling 
food. It brings out certain 
characteristic differences in the 
acids excreted on breast milk 


a renee 


li- 


ie 


n -* 


— 


Oo DO mn Mt 


Ow th nw Ve YW 


Serarepere: 


January, 1928 


17 








‘This Booklet Will Help fo Formulate the 
Most Practical Plans For the X-Ray and 


Physical Therapy 


Departments_ 


HE suggestions are 

based on the accumu- 
lated experience of a 
pioneer organization in 
this field, covering thou- 
sands of installations in 
hospitals and clinics the 
world over. 


Victor Engineering Ser- 
vice will co-operate with 
the hospital superinten- 
dent and staff, the build- 
ing committee and archi- 
tect, to the end that these 


twohighly specialized de- / 


partments will operate | 
under ideal conditions | 
right from the start. 





7 . i 
q Engineering the Plans 
} aay Laboratory 


@ 







Some Practical $4 
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inning Efficiens = - 
boratories by the : 
Standardize, dUnit 
Method 
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Copy sent free upon request written 
on hospital or architect’s letterhead 


VICTOR X-RAY CORPORATION 


Engineering Service Department 


2012 JACKSON BLVD. 


CHICAGO, U. S. A. 
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and on cow’s milk and attempts 
to answer certain. fundamental 
questions in physiological chem- 
istry. 

“Three things we must 
know,” he says: “(1) Does the 
diarrhea patient characteristi- 
cally show great excess of acid? 
(2) What types of acid predom- 
inate when the infant is fed on 
(a) breast milk and (b) cow’s 
milk? and (3) What are the dif- 
ferences (a) quantitative and 
(b) qualitative between the acids 
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The points at issue are highly | 


technical and chiefly concern 
the research physician at the 
present moment. His general 


statement is that in breast fed | 
infants the excreted acids, like | 


acetic, are relatively constant 


and do not vary in amount with © 


the number or weight of bowel | 


movements. In the bottle fed 
baby the amount of acid is in- 
clined to be greater than on 
breast milk, but the amount is 


greatly variable and is some- | 














Chemical Laboratory, Nelson 


present in the alimentary canal 
of the infant fed on breast milk 
and the infant fed on cow’s 
milk?” 


Chemical Tests in Four Series 
of Determination 


The data now compiled and 
ready for interpretation include 
chemical tests in four series of 
determinations: 

The acids in breast milk feed- 
ing; breast milk plus lactose; 
cow’s milk, and cow’s milk plus 
lactose. Bacteriological tests 
have been made throughout. 


Morris Research Institute 


times much less than on breast 
milk. The bowel movements are 
very much heavier than on 
breast milk. What seems most 
important is the presence in bot- 
tle feeding of an acid called pro- 
prionic acid which appears in 
addition to the acids usually 
found on breast milk and which 
never appears in the stools of 
the breast fed baby. 

The clinical meanings of these 
observations are matters for 
clinical men to determine. What 
concerns us here, however, is 


(Continued on page 46) 
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Yo - GARMENTS for 
HOSPITALS and NURSES 


No. 39-E 
Illustrated 


Stockinette Cuffs 
(No additional Charge Made) 
Long Sleeves 
Exceptionally Well Made 
Cut Large and Roomy 


Material 
Indian Head Construction 


Heavy Tie Tapes 


NECK—BELT—BACK 
Strongly Reinforced 


Special Low Price 
$16.50 PER DOZEN 
GROSS LOTS 
$15.00 PER DOZEN 





Nurses’ Garments 


Aprons, Bibs, Collars, Cuffs, Caps, Uniforms, Dietitians’ 
Aprons, Internes’ Suits—Pearl Buttons and Pins. 


Hospital Garments 


Bath Robes, Binders, Operating Gowns, Patients’ Gowns, 
Surgical Suits, Kitchen Aprons, Maids’ Aprons. 


Established 1845 


They. WY, UEA 


PROMPT ATTENTION TO REQUESTS FOR SAMPLES AND ESTIMATES 
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The Baptist Memorial Hospital, Memphis 
(Physicians’ and Surgeons’ Building at left) 


Baptist Memorial Hospital 


Memphis, Tennessee 
By George B. Lake, M. D., Chicago 


Hospital executives are al- 
most always pleasant and inter- 
esting people to meet, wherever 
you find them, but there is in 
the South, somehow, a breezy 
friendliness that you do not ex- 
actly find anywhere else. 

It has occurred to me, some- 
times, that the cordiality of a 
community is in inverse ratio 
to its progressiveness, and this 
idea recurred to my mind in 
Memphis—until I saw the Bap- 
tist Memorial Hospital, where 
I found exceedingly progressive 
ideas, combined with a welcom- 
ing and co-operative spirit. 


Built to Expand 


As is coming to be rather 
common in growing communi- 
ties, where the hospitals must 
expand to meet _ increasing 


needs, the Baptist’ Hospital, 
which has a capacity of 425 
beds, consists of an older and 
a very new part. Of the latter 
I shall have a good deal to say, 
presently. 

The lobby is a place of busi- 
ness, the clerical staff having 
their work rooms behind half- 
glass partitions, where you state 
your business to the young lady 
in charge over a little counter. 

I got action promptly and be- 
gan my tour on the eighth floor, 
where are located the operating 
pavilions and the laboratories, 


including the X-ray department. | 


Operating Department 


The operating department has 
two separate wings, one for 
major and one for minor work. 
Negative and positive pressure 
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Quiet Entertainment 
for Convalescents 


By means of the Kodascope and films from 
the Kodascope Libraries, movies may be 
shown in the ward or in private rooms at 
any time. There is no question as to the 
entertainment value of movies, and the 
Kodascope is so quiet and simple to run 
that good hospital management is not in- 
terfered with in the least. 

Kodascopes are small, readily portable, 
rugged motion picture projectors using 
amateur standard Safety film. Experienced 
operators are not at all necessary, anyone 
can operate a Kodascope. It runs on I10 
volt current AC or DC, or may be fur- 
nished for use on 220 or 40 volt circuits. 
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are piped to all operating 
rooms, and each pavilion is a 
complete unit in itself. Wilmot- 
Castle sterilizers, operated by 
high-pressure steam, are used 
throughout. 

Six major operating rooms, in 
which 1,695 operations were 
done last year, open on one cor- 
ridor, with a sterilizer room 
equipped with a battery of three 
large autoclaves, anesthetic 
locker 


rooms and a doctors’ 

















One of the Major Operating Rooms 
room, connecting with the 
scrub-up room and bath. 

Three full-time anesthetists 
are on duty, and they all use 
McKesson gas machines. 

The minor and otolaryngo- 
logical pavilion consists of eight 
rooms, all completely equipped 
for doing all sorts of work. 
Each connects with a scrub-up 
room; and the group has a 
complete sterilizing equipment, 
separate from that of the major 
operating suite. 


Some Special Features in 
Operating Department 


The operating department has 
several unusual features. There 
is a special clerical room, with 
a stenographer always on call, 
where the surgeons can go im- 
mediately after their work is 
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completed, while all details are 
fresh in their minds, and dic- 
tate their records and descrip- 
tions of operations. 

A pleasant waiting room is 
provided for anxious relatives, 
who otherwise might be clut- 
tering up the corridors and in- 
terfering with efficient work. 

A very practical innovation is 
a complete little shop, right on 
the operating floor, where a 
full-time mechanic is in charge, 
whose duty it is to keep all cut- 
ting instruments sharp, and all 
other apparatus in good work- 
ing order at all times. 

The lahpratory is prepared to 
do all kinds of work, including 
pathologic histology. They use 
an American autoclave and a 
Servel electric refrigerator. 


All Films Kept on File Five 
Years 


The X-ray department has a 
very cheerful waiting room for 
patients, with bright cushions 
on the chairs and flowered cur- 
tains at the windows. The gen- 
eral effect is restful and pleas- 
ing. 

When a film is prepared, the 
report is made out in triplicate: 
one goes into the records of the 
department, one to the general 
hospital record and the third to 
the physician who referred the 
case. All active films are kept 
on file for five years, at the end 
of which time, all that show 
pathologic changes are trans- 
ferred to a permanent file and 
indexed for later study. This 
department handled 3,664 cases 


last year. 
There is a simple but efficient 
clinical photographic depart- 


ment, with a good camera and 
two 500-watt Eastman flood- 
lights. They also have a Victor 
dental film illuminator—a clever 
little contrivance which lights 
up the films nicely and magni- 
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Special preparation 
X-ray Barium Sulphate 


SKIABARYT 


Permanent Suspensions 
Instantly Prepared 


Literature and samples gladly furnished to 


hospitals and roentgenologists on request 


e 


MERCK & CO. INc. 


RAHWAY, N. J. 
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fies them enough to make all 
pathologic changes readily ob- 
servable. 
Obstetrical Floor 
The seventh is the obstetri- 


cal floor, where they have 
twenty basinnettes and twelve 
cribs. There is an_ isolation 


room for babies who appear to 
be developing some contagious 
disease. 

When labor begins the moth- 
ers are removed to a labor 
room, where they are prepared. 
From there they go to one of 
the two modern delivery rooms, 
which are located, one on each 
side of a completely equipped 
sterilizing room. This depart- 
ment handled 274 cases last 
year. 

The other floors, down to the 
third, are general medical and 
surgical rooms and wards. The 
charges for rooms in this build- 
ing run from $4.50 a day, for a 
north room, to $6.50, for a cor- 
ner room with a _ telephone. 
Only a few of the rooms have 
private baths, 

The third floor is for pedi- 
atric patients. There is a milk 
laboratory here, where all food 
is prepared, and where they use 
an electric churn for mixing the 
formulas. 


Physical Therapy 
Department 

On the ground floor, in the 
old building, besides the lobby 
and receiving department, are 
the offices of the executive staff 
and the physical therapy de- 
partment, where an intelligent 
technician is in charge. 

They have old Victor dia- 
thermy, galvanic and sinusoidal 
machines; Burdick, air-cooled 
quartz-mercury and _ heat-light 
lamps; and three infrared gen- 
erators, which they use a great 
deal. The hydro room has a 
douche apparatus, tub, sitz bath 
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and electric-light cabinets for 
sitting and recumbent patients. 


In the New Building 


The new addition, known as 
the Physicians’ and Surgeons’ 
Building, is one of the most in- 
teresting establishments I have 
seen. 

On the ground floor are a 
snappy, modern drug store, with 
an especially large and well- 
stocked prescription depart- 
ment; a spick-and-span, white 
enameled, 3-chair barber shop; 
a clean and inviting grill room, 
where appetizing meals are 
served at reasonable prices; and 
a compact little flower shop. 

All these open on the street, 
as well as into the hospital cor- 
ridors; and are open to the pub- 
lic, as well as to the hospital 
population. 


New Building Contains 
Doctors’ Offices 

The second to fifth floors, in- 
clusive, are occupied by physi- 
cians’ office suites, which are 
rented, the same as those in any 
other office building. These are 
about the finest thing of the 
kind I have encountered any- 
where, and a description of one 
suite, occupied by two progres- 
sive young internists, will give 
an idea of them all. 

One enters a reception room, 
with a glass cubicle for the sec- 
retary, which, in turn, opens up- 
on a corridor connecting all 
rooms in the suite. Nearest the 
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How Many Times a Day 
Do You Wash ? 
Your Hands ¢ 


PATCH’S NEPTO Lotion 
LOTION | 


will keep them 
smooth and soft 





Surgeons, Physicians and Nurses are obliged to wash 
their hands very frequently. 

You know how hard it is to keep them from chapping 
during the cold weather. Here at last is the lotion that 
gives the desired protection. 

NEPTO LOTION is different from other lotions. It 
is made with a base of Irish Moss, combined with glycerin 
and alcohol in just the right proportions to keep the skin 
soft and smooth. It relieves chapping and protects the 
soft texture of the skin. 

Just a few drops of NEPTO LOTION, applied right after drying 
the hands, will work wonders! You'll be surprised how soft and 
pliable your skin will keep. 

A bottle of NEPTO LOTION kept on hand, on the wash stand 
or in the office will save you that uncomfortable feeling which rough, 
chapped hands always cause. It is fine after shaving. 


Let us send you a trial bottle of Nepto! 





THE E. L. PATCH COMPANY 
BOSTON, MASS. 
Makers of Patch’s Cod Liver Oil 


The E. L. Patch Co., Stoneham 80, Boston, Mass. 
Send me a trial bottle of Nepto Lotion. 





Name Profession 











Street and Number. 
| . 


City and State 





Druggist’s Name HTB-J 
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reception room are the private 
offices of the two doctors, with 
a little rest and recovery room 
between. All these rooms are 
furnished, not like a conven- 
tional office, but like a luxurious 
home. 

Next to these come three 
small examining rooms, each 
completely fitted with a table 
and necessary instruments. 
Then a laboratory—a model of 
compactness and efficiency — 
where every sort of work, ex- 
cept pathologic sections, includ- 
ing the making of vaccines, is 
done by a trained technician. 
There is an autoclave, water 
still, electric centrifuge and a 
Frigidaire “cold machine.” 

Beyond this is the X-ray de- 
partment, with every needed ap- 
pliance for doing fluoroscopy 
and making, developing and 
studying films. They even have 
a regular soda-fountain mixing 
machine for preparing their 
barium suspensions. 

These young men are very 
modest, and say that they are 
simply general practitioners, 
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1928 model. 
well. 

All the 
building connect directly with 
the corresponding floors in the 
older structure, so that the hos- 
pital is one homogeneous whole. 


A Hotel in a Hospital 


The sixth and eighth floors 
embody another novel feature, 
for these constitute an ultra. 
modern, 40-room hotel, planned 
especially for friends and rela- 
tives of patients who want to 
stay near them for a few days, 
but open to anyone who is will- 
ing to come so far from the 
center of the city for accommo- 
dations. 

These hotel floors, and the 
hospital floor between them, are 
delightful. All floors are of ter- 
razzo, with tasteful rugs; cello- 
tex ceilings, in halls and rooms, 
make them very quiet; half- 
doors, in addition to the solid 
ones, assure free ventilation in 
warm weather; a mail chute 
connects all floors with a re- 
(Continued on page 58) 
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the * # onors at Home: - 
hos- 
ile. It has been said that 
j a prophet is not with- 
sedi out honor save in his 
ure own country, but the 
tread proverb does not always 

ined apply. 

ela | When the Lutheran 

t to | Memorial Hospital of 

ays, | Chicago decided the first 

will- of last month to under- 

the take a half million dol- 

—s : lar fund-raising project 

the | the trustees contracted 

onl | with the Kern organiza- 

tere tion, also of Chicago, to 

sllo- handle the campaign. 

ms, “It is of course well MARY FRANCES KERN 
alf- | known in hospital cir- 

olid | cles that the Kern organization specializes in this class 
| of institutions and has an extensive background of 
ute hospital fund-raising experience,”’ said Superintendent 
‘oe A. E. Paul. ‘This firm was selected because our in- 


; quiry and investigation satisfied us that the organiza- 
t tion is competent and reliable. The rapid progress of 
the campaign daily confirms our judgment. For a 
broad social point of view, and a thorough under- 
standing of the science and psychology of approach, 
Mary Frances Kern is distinctive.” 

Being in the same city this hospital board had the 
opportunity of knowing at first hand all about this 
organization. 

If the neighbors think well of one’s work it must 


be all right. 
Think this over when you are selecting the direct- 
ing organization for your campaign. 
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| | Mary Frances Kern 
FINANCIAL CAMPAIGNS 


Offices, 1340 Congress Hotel, Chicago, II. 


Many Hospitals have grown through using our services 
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There is an interesting little 
story, sometimes a romance, 
connected with the start of 
every hospital, and it would be 
interesting to gather a number 
of these little stories for the 
benefit of future generations. 

This comes to mind when 
reading an article on how the 
Royal Free Hospital of London 
started. 


It seems that just a hundred 
years ago, in the winter, a poor, 
destitute girl of about eighteen 
years of age, was found after 
midnight, lying on the steps of 
St. Andrew’s churchyard in 
Holborn, London. 


The girl was dying from di- 
sease and want, a total stranger 
in London, without friends or 
money. She was found by some 
kind hearted citizens, but, in 
spite of their care, she died 
within a few days, unknown— 
one of the tragedies which grow 
so plentifully around the lives 
of people struggling for a foot- 
hold in any great city. 


History tells that a benevol- 
ent surgeon named William 
Marsden saw this girl and real- 
ized the pitiful condition of such 
as she, who had nowhere to go 
when they were sick, penniless, 
and friendless, and that her 
death gave him the idea of 
founding a free hospital in Lon- 
don—and thus was this great 
institution started. 
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It is true that not alli hospi- 
tals are started with such true 
altruism as appears in the fore- 
going little story, but there are 
incidents such as this connected 
with the inception of many hos- 
pitals, and we would like to 
gather from our readers anec- 
dotes of this kind. 

If you, in your hospital, can 
track back the records and get 
the little “human interest” story 
which was the fountainhead of 
your institution, will you take a 
few minutes from your busy day 
and do a little writing? If you 
send the story to us, it will be 
added to the collection we have 
in mind, and preserved, so that 
it will be available as a sidelight 
on the history of hospital devel- 
opment. 

—go— 

And now it’s the New Year! 
Another cycle in the calendar, 
and we all feel, starting off in 
this New Year, much like a man 
stepping out with a new suit of 
clothes on—the same old per- 
son, the same old hopes and 
ambitions, but a new start. 

It’s a healthy thing to make 
a new start after the winter 


solstice. Nothing is accom- 
plished by standing still or go- 
ing stale. 


The troubles and the sorrows 
and the disappointments of the 
old year fade into the limbo of 
the past, but our hopes and our 
ambitions remain with us. We 
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The Question: What is the first 


aim in milk modification? 
The Answer 


“The analysis of mixed dairy milk shows it to contain approximately: 
4.0 per cent. fat 
4.0 per cent. sugar 
3.5 per cent. total protein 
Human milk contains approximately: 
4.0 per cent. fat 
7.0 per cent. sugar 
1.5 per cent. total protein 
The first aim in the modification is to make the chief nutritional elements in 
the food prepared from cow’s milk correspond grossly to the nutritional elements 
in the human milk. The protein must be reduced, the sugar increased, and the 
fat reduced even slightly below that usually found in mother’s milk, as the 
child’s digestive capacity for cow’s milk fat is less by from 15 to 25 per cent 
than it is for human milk.’”—Dr. Charles G. Kerley in “The Practice of Pedi- 
atrics,” Page 68. 
THE NUTRITIONAL ELEMENTS IN LACTOGEN 
CORRESPOND CLOSELY TO THOSE IN HUMAN MILK 
Lactogen is cow’s milk modified to correspond grossly to the nutritional ele- 
ments in human milk. It resembles human milk naturally, physically and 
chemically. Naturally, because Lactogen is milk and nothing but milk. Chemi- 
cally, because its analysis closely resembles that of normal human milk. Physi- 
cally, because the globules of its fat content have been physically homogenized 
to enable the infant to assimilate it without difficulty. 


COMPARE LACTOGEN WITH NORMAL HUMAN MILK 
1 part Lactogen (by weight) to 7 parts water 
Human Milk Lactogen Human Milk Lactogen 
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ies per ounce. 
—Dr. Holt, 
Carbohydrate 6.5 6.66 Page 178. 





Protein 1 2.02 Lactogen,when 
diluted, yields 

19.4 ¢ai 

per ounce. 


Ash 2 44 | -DreM 
Page 162. 
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NESTLE’S FOOD COMPANY, INC., 
2 Lafayette St., New York. 
Please send me, without charge, complete informa- 
tion on Lactogen, together with samples. 
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carry them on, from year to 
year, as a spur to effort. 

Now, there’s a right and a 
wrong way to start the New 
Year. The wrong way is, of 
course, to sigh with resignation, 
and say, “Well, here’s another 
year to live through.” The right 
way is to throw off the old year 
as you would throw off an old 
coat—thankful for the service it 
has given you, but satisfied that 
it has outlived its usefulness— 
and then to put on a new coat, 
and step out into the New Year 
as you would walk towards a 
new opportunity. 

It’s an old custom to wish 
you a prosperous New Year, 
but wishes don’t carry much 
weight. I know of a little 
theatre in Chicago, which has 
an inscription over the stage: 
“You, yourselves, must set the 
flame to the fagots which you 
have brought.” What comes to 
you out of the New Year, you 
must make for yourself. 

Like every other fallible hu- 
man, I am starting off the New 
Year with many pages of good 
resolutions, and I know they 
will not all be kept—perhaps, 
none of them fully lived up to— 
but the very effort of trying to 
do better should make the New 
Year a better year for me, as I 
hope it will for you. 





A NEW HOME AT GENEVA, 
ILLINOIS 


The Chicago Consumptive Aid 
Society opened a home at 
Geneva, IIl., recently, which 
was bought for $77,000. 

It was formerly the property 
of Hamilton J. Brown, of Ba- 
tavia, and includes an estate of 
fifty-three acres. 

This accomplishment repre- 
sents twelve years’ work by 
this society of women to pro- 
vide a place for the care of per- 
sons with incipient tuberculosis. 
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“GO, CHICAGO!” 


They are doing things in Chi- i 
cago. 

Two years ago, the idea of a 
new children’s hospital, as a 
unit in the Cook County Hos- ' 
pital, was presented to. the 
county board, who received it 
enthusiastically; six months 
later, the plans were completed; 
and now, the building is fin- | 
ished, and will be occupied this ' 
month. 

It cost $1,200,000, and adds 
500 beds to the County Hospi- 
tal, making that institution the 
largest in the world—3,200 beds. | 

It is the aim of Dr. Karl A. 
Meyer, chief surgeon, to estab- 
lish here an important depart- 
ment of pathology, from which 
will evolve such a clinic as will 
command world-wide attention 
and add to Chicago’s growing 
repute as a center for research 
in medicine. 

Although the new building is 
eight stories high, two of the 
floors, the fifth and sixth, are 
not yet finished—for the pur- 
pose of improving, through ex- 
perience, on what has been done 
with the other floors. 

The first floor is given over, 
of course, to receiving and ex- 
amining rooms, suites for the 
physicians, and isolation rooms 
—every precaution being taken 
to prevent cross-infection of the 
little patients. 

One wing of the second floor 
is occupied by the tonsil operat- | 
ing unit, with facilities for han- | 
dling thirty-five cases a day. 

The physica] therapy depart- | 
ment, located on the seventh 
floor, has been most carefully 
planned, and it combines with 

| 
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the school and play rooms to 
make the most of the child’s 
stay in the hospital. 

The top floor comprises two 
operating rooms, with a room 
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HandArk will amply fulfill your require- 
ments. It is now being used extensively 
in the treatment of rickets, arthritis, diseases 
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10n | of malnutrition, etc. The carbons emit ultra 
ing violet rays with a wave length of 600 Ang- 
h strom units below those of the sun. The 
rc HandArk, moreover, gives you these thera- 
peutic rays, when and where you need them, 
is whether it be in the office or at the bedside 
of the patient. 
the | You may obtain this lamp on 30 days FREE TRIAL. Test it out 
are | thoroughly under the actual conditions of your practice. Hundreds of 
Doctors have bought the HandArk after testing it out in their own 
ur- practice, and observing the results it has given them. If you, too, be- 
2X= come convinced that the HandArk is what you want, arrange to pz_ for 
we it over five months, if you so desire. 
SPECIFICATIONS: $ 3 500 
’ <r agae Outer —— 10 
er, inches in diameter. arbons, 6 ° 
.X- inches long and 6 mms. in diam- with stand 
E eter. . 
he Construction: Has inner aluminum reflector and 
ns wooden handle to make lamp easy and comfort- 
| able to handle. 
en Equipment: Six extra pairs of Therapeutic ‘‘C” 
he Carbons which will burn 144 hours continuously, 16 
: feet electric cord with plugs. Resistance unit for 
110 volt current to provide current of 8.6 amperes 
or and 45 volts. Adjustable stand has caster base, 
flexible gooseneck, and telescoping rod. 
it- | Finish: Aluminum reflector, polished inside and 
n- | vitrified enamel outside. 
| FRANK S. BETZ CO. 
it Hammond, Ind. 
th New York Chicago 
1 348-52 W. 34th St. 634 So. Wabash Ave. 
y Gentlemen: Please ship me on 30 days —— 
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Finding Daily Per Capita Food Costs 
at Jefferson Hospital 
Special Method Used in Philadelphia Institution 


Eliminates the Necessity for Waiting Until the 
End of the Month to Work Out Results 


By K. H. Lansing 


An original method whereby 
the daily per capita cost of food 
is quickly ascertained, has been 
put into operation at Jefferson 
Hospital, Philadelphia, by Wal- 
ter Ganister, assistant to D. 
Adams, steward of the institu- 
tion. This guide for learning 
the cost each day on every item 
of food, instead of having to 
wait until the end of the month 
to work it out, has been found 
especially convenient. While 
other methods have been de- 
vised, aiming at the same result, 
it is believed this is a particu- 
larly handy and simple one. 

Two forms are outstanding as 
factors in this method. One is 
a receiving slip bearing a printed 
serial identification number, 
made up into pads with consecu- 
tive numbers in this style: 





Form 150 5m 
IDENTIFICATION 


No. 35195 


Date 





Received of 
in good order: 














Received By 
Weighed or Checked BY.................::ccsssssssesseee 
Where Stored or Sent T0...........-..-.esecsessee execs 
Ordered By 

















Receiving Slip 


The other is a looseleaf sheet 
(size 11”x14”) for each day, 
used in the receiving book, 
wherein a record is kept of all 
goods received. A _ receiving 


clerk at the door checks all in- 
coming supplies for weight and 
original package, writing on the 
receiving slip the date, name of 
the firm from whom the goods 
were received; a description of 
the goods and their quantity or 
weight; by whom weighed and 
checked; where stored or sent 
to, and by whom ordered. 

The 
which appeared on the receiving 
slip is then copied in crayon on 
the case, sack, barrel, or other 
original package, and this num- 
ber is entered in the receiving 
book’s first column when the re- 
ceiving slip, pinned to the in- 





identification number . 


corer 


voice, comes to the store room 


office. 


When re-distribution is made | 


of the contents of the original 
food package to the stores, this 
slip goes to the store room and 
is checked again, and entry of 
the number made in its proper 
place in the stores accounts, or 
perpetual inventory, in which 
withdrawals by requisition ap- 
pear. 

The receiving book is divided 


into consecutive columns, with | 


headings for entries, as shown 
on following page. 

For foods that are used every 
day, with the exception of gro- 
ceries, which cannot be re-dis- 
tributed and which therefore are 
charged upon requisition from 
stores, there is a re-distribution, 
reflected in the columns as 
shown. 

Of course, each identification 


number, as taken from the re- 


ceiving slip, appears in line with 


Se cmniel 


re 


—— 


“To 





yer 


an 





al 
lis 
nd 

of } 
er 
or 

ch | 
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ed | 
th | 


be. 
< 


' 


is- | 


January, 1928 


33 


ours of Sun Treatment 





“(ET out into the sunshine’ is a 
bit of medical advice which, 
for many ailments, no profes- 
sional man will question. Yet, 
no one knows better than the 
practicing helio-therapist the 
difficulties in the way of making 
the therapeutic application of 
sunlight general. 
Science has met this evident need 
by virtually isolating the vital, 
health-giving rays of the spectrum 
and enabling them to be produced 
in therapeutic intensity at the turn of 
a switch. The quartz mercury vapor 


arc is recognized throughout the 
worldas a rich and widely used clini- 


cal source of ultraviolet. And 
Hanovia has, through constant re- 
search, endeavored to produce the 
most precise apparatus for the thera- 
peutic application of this modality. 


Through either the Alpine Sun Lamp, 
for general body radiation, or the 
Kromayer Lamp for localized treat- 
ment, there is made available a flood 
of ultraviolet...cool...and of sufficient 
intensity to produce therapeutic 
benefits in from ten to forty-five 
seconds. 


HANOVIA CHEMICAL & MFG. CO. 


Chestnut Street & N. J. R. R. Avenue, Newark, N. J. 


Branch Offices: 
30 Church St., N.Y. City 30 N. Michigan Ave., Chicago 220 Phelan Bldg., San Francisco 





| HANOVIA CHEMICAL & MFG. CO., Chestnut St. & N.J.R.R.Ave., Newark, N. 1 
Gentlemen:—Please furnish me, without obligation, reprints of your authoritative | 
papers upon the use of quartz light in the treatment of 


73 | 
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all the other column headings 
mentioned, applying to that arti- 
cle. The totals of the columns 
from which re-distribution was 
made, must balance with the 
totals columns of that portion 
of the form reflecting the data 
before such re-distribution was 
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vertical section bears a letter of 
the alphabet, from A to Z. On 
every type of form is printed a 
number corresponding to the 
bin number. 

Two key charts, one giving 
bin locations by numbers and 
the other by name of form, such, 











made. The re-distribution helps for instance, as “Accident Ward 
DATE 
Reeeiving FIRM ARTICLE Quantity Unit Provision Total 
Number Price Cost Invoice 
BFE ree PE esses caseasncan set csteneSermmesennnspaspsesseneeesSvrestansettornan 
DATE 
Bread Milk Butter Fruit Fish 
and and and Groceries and and Poultry Miscellaneous 
Rolls Cream Eggs Vegetables Meat 





Sheet from Receiving Book. 


to work out the storage report 
of foods, only. Each storage 
bin is numbered, which helps to 
locate readily any description of 
article stored. 


It is claimed that by this sys- 
tem of having the identification 
number appear three times, it 
is virtually impossible to lose 
track of any article received. 


There is also a notably good 
system in use in Jefferson Hos- 
pital stores whereby any printed 
forms, or other printed matter 
may be located at once by any- 
one. Each of the steel bins in 
which the printed matter is 
stored according to kind, is 
numbered, but in addition each 


Admission Slip,” hang at one 
end of the bin stacks for consul- 
tation. 

If the seeker for the form pad 
has a sample form, he sees at 
the top the number 37, which 
is that of the bin where “Acci- 
dent, Ward Admission Slips” are 
stored. But to save time, for 
there are many bins, he con- 
sults the chart which shows No. 
37 is in vertical section G and 
then he can immediately find the 
pad he wishes. If he has the 
required name, but not the num- 
ber, he can refer to the name 
Chart, which also gives the 
number of the bin sought. Cop- 
ies of these charts are kept in 
the office. 





The first act of the will, 
which consists in a mere choice, 
a wish or a vow to be good, 
must be followed out by actual 
exertion, by deep and persever- 
ing effort. The plough-share 


must be pressed firmly into the 
ground that is overspread with 
noxious weeds. Otherwise we 
till for the weeds and not for 
the good seed, which will not 
take root on the surface. 

—Follen. 
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A Port Tonic 
of Quality 


\ hen the physician prescribes a port 
tonic you can use Dewey’s Dew-tone and 
Port with the absolute certainty that you 
are getting a properly matured port tonic 
of the highest quality. 


Dew-=Tone and Port is the jproduct 
of a house that has been making pure wines 
for seventy years and medicating its own 
wines for 35 years. All the processes of man- 
ufacture from picking the grapes to proper 
aging are under its exclusive control. 


Dew-=Tone and Port comes to you 
direct from the makers. It has no sales dis- 
tribution and cannot be purchased in any 
store. It is sold direct to physicians and 
their patients and to hospitals. No Federal 
blanks are required. If youarenotacquainted 
with Dewey’s Dew-Tone and Port, we shall 
be glad to send you a complimentary 
sample upon request. 


H. T. Dewey and Sons Co. 
Established 1857 


138 Fulton Street New York City 
Cellars: Egg Harbor, N. J. 


Dewoys 


Dew- Tone ad Port 
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Notes, News and Gossip of Hospital Activities 
in the Eastern Territory 


Another hospital is to join the 
New York Medical Center, mak- 
ing the eleventh unit to begin 
construction since ground was 
first broken three years ago. 

The new addition is the Ba- 
bies’ Hospital of the City of New 
York. It will be twelve stories 
high and will cost about 
$1,500,000 to build and equip. A 
campaign to raise these funds 
will be carried on during the 
next few months, but there will 
be no delay in putting up the 
structure, as excavations have 
already started. 





PHILADELPHIA NOTES 


At a memorial fund lunch- 
eon in honor of the late Major 
General Leonard Wood, former 
governor of tne Philippine 
Islands, held in Philadelpnia, 
residents of the city pledged 
$15,000 to aid in the world-wide 
fight against leprosy. The com- 
mittee, which is headed by 
Colonel John C. Groome, hopes 
to raise $100,000. Major Gen- 
eral James G. Harbord is the 
national chairman. 





Dr. Robert A. Bayley, of the 
staff of Hahnemann Hospital, 
Philadelphia, died there on 
November 25, after an illness of 
two months. He was 75 years 
old and had been connected 
with the hospital since May, 
1926. Dr. Bayley was born in 


New Orleans and came to this 
city in 1900, to study in the | 
Hahnemann Medical School, 
prior to which time he had been 
an allopath. 





Dr. Esther W. Gulick, of ; 
Germantown, a graduate of the 
Women’s Medical College, Phil- 
adelphia, class of 1896, and at 
one time a practicing physician 
in her native town of Strouds- 
burg, Pa., died in Germantown | 
Hospital shortly before she was 
to have undergone an operation. 
Mrs. Gulick, a widow, whose 
husband was a physician, was 
84 years old. 





At an all-day sale, December | 
5, Philadelphia Christmas shop- 
pers were offered gifts made by | 
patients of the University Hos- | 
pital under expert supervision | 
at the Workshop in the hospi- 
tal grounds. Miss Dora Ware 
Howsen is the director of occu- 
pational therapy. 





Miss Vida Hunt Francis, 
chairman of the committee 
seeking to raise $60,000 to en- 
dow the department of gynecol- 
ogy in the new building to be 
erected for the Women’s Medi- 
cal College, has pledged $5,000 
as a tribute to her mother, Mrs. 
Anne Iredelle Francis, who died 
in 1884. This drive is being con- 
ducted in conjunction with the 
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| BURDICK BEDSIDE UNIT 
Now you can make far more effective use of Ultraviolet radiation in the 
hospital. You can secure the full benefit of this method of treatment in 
every case in which it is indicated—and can do so more easily and con- 
veniently than ever before. The Burdick Air-Cooled Bedside Unit delivers 
a rich concentration of the long, regenerative Ultraviolet wave lengths, 
highly effective in many disease conditions. 
| for 
| Positive Results 
this | 
the The lightness and compactness of 
Dol, | this portable unit are remarkable— 
een | but they have been achieved with- 
out sacrifice of efficiency. The 
| I A - Uviarc quartz burner emits a high 
410 intensity of Ultraviolet, distributed 
of : for evenly over the area treated by the 
the | A.C.orD.C. special Burdick Air-Cooled casing. 
hil- | The voltmeter and voltage regulator 
at LA-4 1 5 give accurate measurement and con- 
trol of dosage. Two minutes are 
rie | for enough to set up the lamp. 
me A. C. only 
ie on the floor 
yas LA-110 
On, for In the wards and in private rooms 
Se the Burdick Bedside Unit is a 
7as D. ln only splendid modality, proving a power- 
ful adjuvant to routine methods of 
| treatment. A light four-wheeled 
truck may be ordered with the 
er lamp to facilitate moving it from 
\p- room to room. 
by 
| THE 
oi- BURDICK CORPORATION 
re 
u- i MILTON, WISCONSIN 
| THE BURDICK CORPORATION 
1S, Milton, Wisconsin 
ee we: 
n- | Please send me your booklet describing the various Burdick Air- 
s. cooled Mercury Arc Lamps. 
e 
ie | INU UNN Doo oc esha ce oe ee olan ace odanc sas cae cu snseeeseddcstunseasauetssaenonnctesancacd 
)0 
Ss. | PRUNE sec ee ea aerate eae eee een and cncubaecnawes 
d 
1- | City amd State................----+-0--secsecsneasee mrionesintenhiahetliaontepansiateiit 
ie 
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campaign to raise $1,500,000 (ot 
which $250,000 had been sub- 
scribed in December) for a new 
building and endowment of the 
hospital. The site was purchased 
last year in the Falls of Schuyr- 
kill district. The present hospi- 
tal is located at Twenty-first 
street and North College ave- 
nue. 

Another ambition of the Col- 
lege is to provide adequate at- 
tention ior that much neglected 
portion ot the public—the re- 
spectable middle class, who, 
when ill, do not like to receive 
treatment in the usual hospital 
wards, but have little left from 
the week’s pay with.which to 
settle hospital bills. 

Miss Francis, secretary of the 
corporation, is working to get 
endowments for beds in wards 
that shall be private enough to 
please the most fastidious, and 
yet not too expensive. 

Each bed would have curtains 
around it (with an additional 
glass enclosure, in certain dis- 
eases), and there would not be 
more than four beds in a ward. 





The new out-patient building 
of the Pennsylvania Hospital 
was formaliy opened on Decem- 
ber 6. It is the first of a group 
of new buildings planned for 
the institution, and will make 
possible dispensary service for 
more than 40,000 persons annu- 
ally. Medical service in the 
building has been reorganized 
under the direction of Dr. Sam- 
uel Bradbury, for several years 
chief resident physician at the 
hospital and now chief of clinic, 
medical department, Cornell 
Clinic, in New York City. A 
new system of caring for and 
following up cases, to insure 
more permanent aid for pa- 
tients, will be used. It is 
planned to have a consultation 
service to which physicans may 
refer their patients who cannot 
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afford to have such *®erk pri- 
vately done. The resources of 
the hospital will be at the dis- 
posal of physicians for examina- 
tion of their patients who re- 
ceive treatment from specialists, 

Saniyeh Haboobb, the first 
Mohammedan women to study 
medicine in this country, is en- 
rolled at the college. 





Members of the Department 
of Pennsylvania Legislative 
Committee of the American Le- 
gion are confident that the pro- 
posed hospital for disabled ex- 
service men will be authorized 
by the next Congress. A 1,000 
bed hospital would be only a 
start towards adequate care. 

Virtually all guardians of ex- 
service men and of their 1,100 
surviving children have been re- 
moved because of incompetence, 
and trust companies appointed, 
instead. Cases of embezzlement 
and misuse of funds had been 
reported. 





Hospitals in the Philadelphia 
district have been the recipients 
of generous gifts from various 
sources lately. Cardinal Dough- 
erty sent a check for $1,000 for 
the special campaign which is 
being made for Misericordia 
hospital. More than $10,000 to- 
ward the $100,000 fund for 
“Christmas stockings” was 
raised by December 1, by the 
citizens’ and young women’s 
committees engaged in the 
work. Joseph V. Horn was the 
first donor of a check for $1,000. 

By the first week in Decem- 
ber, Philadelphia Welfare Fed- 
eration campaign workers had 
reported contributions bringing 
the total to $3,164,986.82. The 
balance needed is $124,686.78. 





A gift of $45,000 from Irenee 
duPont, of Wilmington, Del., 
will make possible extensive -re- 
search in cancer at the hospitals 
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BETZ GETS HARPER HOSPITAL JOB 





WORK COMPLETED 
ON NEW YORK, 
CHICAGO HOSPITALS 


Built-In Steel Cases In- 
crease Floor Space 





Work of manufactur- 
ing and installing the 
built-in steel case equip- 
ment amounting to 
$45,000.00 in the Cook 
County Hospital of 
Chicago and the North 
Country Community 
Hospital of Glen Cove, 
L.I, New York, has 
been completed. 

The hospital board, 
superintendent, con- 
tractor and architect 
have expressed them- 
selves as being very 
pleased with the work. 

By utilizing the wall 
space, the cabinets have 
spared valuable floor 
space and added to the 
efficiency and attract- 
iveness of these hospi- 
tals. 

From reports received, 
modern hospitals everywhere 
are endorsing steel built-in 
cases in preference to old- 
fashioned wood cases and the 
rolling floor cases which take 
up valuable floor space. 


Mail Order Sales 
Show Increase 

Even though business con- 
ditions were unfavorable in 
most lines during a part of 
1927, Betz sales showed an 
increase of 10 to 15 per cent. 

The steadily increasing 
inquiries and interest mani- 
fested in Betzco equipment, 
and the fact that our Betzco 
Hospital Catalog will make 
its appearance sometime dur- 
ing the year, lead the man- 
agement to anticipate a cor- 
responding increase for 1928. 


Turn to January Sale on Supplies 





Rew Pear’s 
Greetings! 

May each and all 
of us, during the year 
ahead, find even 
greater opportunities 
for service. For 
never were the old 
words truer—‘“‘He, 
who would be great, 
must be servant of 


all.” 














New Catalog Due 


During Year 
Our new Betzco 
Hospital Catalog is 


scheduled to make its 
appearance during 1928, 
probably about July. 
The catalog will be 
cloth bound, consisting 
of about 400 pages, and 
should find a place on all 
hospital book shelves. Cop- 
ies will be sent to all pospi- 
tal buyers as soon as they 
come off the press. — 

Everything Hospitals need 
the world over will be ob- 
tainable through this cata- 
log: i.e. instruments, the im- 
proved Murphy operating 
Table and other operating 
tables, sterilizers, built-in 
steel cases, physical therapy 
apparatus, radiator covers, 
sundry supplies, etc. 


Newly Designed Hot 
Water Bag Should 
Be Popular 

A new hot water bot- 
tle round in shape and 
so designed that it may 
be tied onto the patient 
by means of tapes 
which pass through 
holes in the heavy rub- 
ber rim of the bottle, is 
illustrated and listed in 
this insert. 





CONTRACT CALLS 
FOR $60,000.00 | 
BUILT-IN STEEL 


Hospital is Second Largest 
in Detroit 





Built-in steel case 
equipment for the Har- 
per Hospital addition 
at Detroit amounting 
to approximately $60,- 
000.00 will be built and 
installed by Betz. 


The Harper Hospital 
when completed, be- 
sides being the second 
largest in Detroit, will 
be one of the largest 
and most modern in the 
country. It will have 
about 650 beds, 300 to 
350 beds being added 
with the new addition. 

Before awarding the 
contract to manufac- 
ture and install the 
built-in steel case work, 
the hospital board, 
architect and contrac- 
tor spent considerable 
time inspecting instal- 
lations completed by 
Betz and others, espe- 
cially the built-in steel 
case work done by Betz 
for the Cook County 
Hospital, Palmer 
House, Morrison Hotel 
and the Stevens Hotel 
of Chicago, and the 


North Country Com- 
munity Hospital at 


Long Island, New 
York. 

The complete equipment 
of the Betz plant, the ex- 
perience of the Betz organ- 
ization together with the 
quality and designs of the 
work completed were the 
factors instrumental in bring- 
ing the contract to Betz. 








Heavy . =n Pra 


n220 9 caran) 
price, 


suitable for a light room; or a buff enamel finish { 
tion rooms. With the buff enamel finish the seats arg 
a stout fabric, tastefully figured in blue. Sets finig 
have an extra good grade covering with the figures ig 
to orange, modestly bright but not glaring. 

The chair seats are 18x18 in. and 32 in. from th 
settee is 50 in. long, 36 in. high over all and 18Y q 
to seat. The table is 28% in. high and 25 in. in dj 
waste basket is 11% in. wide and 13 in. deep. Th 
settee, though comfortably roomy, do not take exce 
look well wherever you put them. 
6HL502. The Aristocrat Six-piece Upholstered Reg 

Regular price, $97.50. : 

Special sale price 

Note—Be sure to specify finish required. 
caramel. 


1 sia earestal— 
1G OZ. aCRui: 


Special sale price 


Stomach Tubes 


If finish 


Stomach Tube, with 
Each, reg- 


2HL7903. 
bulb and funnel. 
ular price, $2.20. 
Special 


2HL7907. 
Special 


Per dozen Etheridge’s—$7, 
Kocher’s—Dozen $5.00 | Le 


CTT 


3HL2207. Etheridge’s 
curved, screw lock. 
price, $1.75. Special! 
Dozen, weight, 16 oz,j 








Use Coupon on Next P; | 


3HL2199. Kocher’s Haemostatic Forceps, 5% 
inch, curved, screw lock. Weight, 3 oz. Regu- 
lar price, $1.50. Special, price........... $0.50 
Dozen 


3HL2124. Kelly’s Haemostatic Forceps, straight, 
“bghonec ar shanks. Weight, 3 oz. p 
ar price, $1.90. Special price 
Dozen, weight, 16 oz Sheeran 

3HL2155. Same, screw lock, curved. Fastener : 
price, $2.00. Special price $ 0. 


The 


| 


Dozen 


) Rochester’s Haemostatic Forceps 


$10.00 Dozen New for 


The Sheeran fastener, 
and conveniently in pln 
easy reach of the patieni 
of the Doctors and the’ 
device that sells so che 
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Rochester Pean’s Haemostatic Forceps. 
i pattern, 6%4-inch, screw 
Regular price, $1.75. 
$ 1.00 


Cc 
3HL2113. 
Providence Hospital 
lock. Weight, 4 oz. 
Special price 


Dozen, weight, 20 oz. 


are equipping every bed; 
Consists of a_ strap) 
%-inch wide, and a fi 
signed buckle and rt 
adjustable. 
2HL9423. Sheeran Fas 
Dozen 


USE COUPON ON NEXT PAG 


FRANK S. B 


NEW YORK, 348-52 W. 34th STREET 


HAMMON 


DALLAS. TEXAS 
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Standard Bone Drill This instrument is 


3HL1407. Hamilton’s Standard Bone Drill, with guard and 6 
drills in hollow handle. Weight, 8 oz. 


Regular price, $5.00. 
Special 


adaptable to the most 
delicate of ear opera-! 
tions. 
3HL1978. Hart- 
mann’s_ Forceps. | 
Very delicate, ser- | 
rated edges. Wt., 
6 oz. Regular $2.25. 
Special, 
each 


Mastoid Rongeur 


3HL2029. 
price, $5.75. Special 


DeVilbiss 


10 in. 
Rongeur 


$1.95 


This is the standard cranial 
ronguer forceps, made of the 
finest steel, and sold under our 
ironclad guarantee. It is espe- 
cially adaptable to cutting along 
irregular lines in the cranium 
and its superiority over mallet 
and chisel is pronounced. 
*47.1939. DeVilbiss 10 inch 

*--1 Danger, Weight, 


Jansen’s Mastoid Rongeur. Weight, . Regu 





ilar 
$1.50 


This Suite of F 


$"74.50 With Up 


Fibre furniture is an excellent class of furniture |‘ 
Patients like it because it is so easy and has that) 
curves. It supports the body closely—a feature whi 
cool in hot weather. The beauty of line and attractive) 
office or hospital room. The strong construction ‘s 
ments, gives these sets exceptional strength and noe 

ver 
Specifications re 
This set is furnished with removable upholstered spta 
the automobile type. The fibre work is woven through), 
one inch apart. These stakes are reinforced by Pt 
through their centers. The corners and joints are strom, 
by steel trusses. 
The Aristacrat Set ics cunnlie? 
ak, 


el e 
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Kidney 


Elevator 


Adjustable 
Head-Rest 


The Controls 
in Hands of 
Anesthetist 


The Murphy Table (Betzco Improved) is an improvement on the basic design of a 
Master Surgeon, the late Dr. John B. Murphy. No doubt its obvious advantages will 
appeal to you as it has to many other hospital executives of this country. 


The placing of the controls entirely within the hands of the anesthetist, where she 
can handle them without having to leave her seat, is a feature that is particularly advan. 


sudden jerk or jar. 
designed to prevent tippiy i 
plenty of foot and leg room 


Dimensions: Table top, 
inches. Base, 36x20 inches 


Equipment: Adjustable 
place of kidney elevator wh 


Finish: The top is offone 
proof, polished to a_ satiminis 
parts are heavily nickel 
WhiteKraft snowwhite 
rubbed. 


The adjustable kidney elevator after being elevated into position. se 
“oo operating table is incomplete without one. Send for Booklet Deribi 





dMurphy Table 





Monel Metal 
Top 





Lateral 
Tilting 


Device 


Hydraulic 
Lift 


tageous. The improved adjustable head-rest not only is an added convenience to the 
anesthetist, but it likewise is particularly adapted for goitre operations. 


The lateral tilting device works with a simple turn of the wrist and its use is espe- 
cially appreciated by the surgeon in long operations or in making demonstrations. Like- 
wise, the simple but efficient floor stops which are easily set and quickly released, are 
features which add greatly to the popularity of this table. 


CIFFATIONS 


base} of heavy cast iron while all 
the fst steel, carefully machined. 

r beag casters. The oil hydraulic 
s caings and seamless brass tub- 
anda weight of 1,600 Ibs. with 
d wil’ shock absorbers to prevent 
Geat mesh finely. The base is 

ij in any position and allows 





x75 inches; height, 31 tu 37 


d-rest, metal bridge to take 
nh not in use. 


s offonel metal, rust and stain 
i All outside working 
The base is finished in 

oven baked and hand 


Improved adjustable head-rest. Particularly adapted 
et Deribing Table in Full for goitre operations. 








lospital Supplies! 


® Hartmann’s 


I — - 95c Each | ™ 


. Ear Bone Holding Forceps 


j 
4 
ei 3HL1942. Forwood’s Bone Holding Forceps. 
i} Regular price, $2.50. Special price 
‘ 
} 
{ 


\ Ochsner’s—$10.00 Dozen 
$1.25 —s ~, TTT TH TOR 


Special 
i] 
3HL2117. Ochsner’s Haemostatic Forceps, Mayo 
pattern, 64-inch, screw lock, 1 and 2 teeth. 
Weight, 20 oz. Regular price, $1.75. Special 
price $ 0.95 
Dozen 10.00 
3HL2111. Same, curved. Weight, 4 oz. Regu- 
lar price, $2.35. Special price 
Dozen 





Clinical 


Ther- 


mom- 


ibre Furniture 
dlstering $"74.50 


Pr hospitals. It is light, sturdy and inexpensive. | : 

Omfortable ‘“‘give’’ to it, which fits it to the body i $6 75 
jonvalescent patients appreciate particularly. It is : e 

wet enhances the dignity and appearance of any ; 
f the use of Piano wire and steel truss reinforce- | 
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enables you to test the set out right in 
your own office and see how it will serve 
you under your actual service conditions. 
Remember, it is guaranteed to be satis- 
factory to you, or your money, every penny 
of it, will be returned. Our easy payment 
budget plan allows you to pay for the set 
as you use it. 
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Gross 


Forceps, 
Regular 


aemostatic 
eight, 4 oz. 


3HL2110. 
pattern, 6%-inch, box 
Weight, 4 oz. 
price 
Dozen, weight, 20 oz 


$4.00 


a dozen 3HL2164. Tissue Forceps. 
mouse_ tooth. 


Special price 


3HL2128. Tissue Forceps. 
Weight, 3 oz. 
Special price 








Tissue Forceps—$1.50 


Fo (Jap.) 
Weight, 3 oz. 
$0.1 


_(Jap.) 
Regular price, $0.70. 
$0.15 
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Made and guaranteed by an 
experienced and_ responsible 
thermometer manufacturer. Each 
thermometer is accompanied by 
a certificate of correction; they 
have clear mercury columns and 
are easy to shake down. Your 
name is engraved free on each 
thermometer if you order lots 
of six dozen or more. 
3HL5151. One-Minute Mouth 

Thermometer, with certificate. 

Weight, 1 oz. 

Per dozen 

Each 

Gross f 

‘ Rectal Thermometer, 
with certificate. Weight, 1 oz. 

Per dozen $ 6.75 


Ochsner’s Haemostatic Forceps, Mayo 
lock, 
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New Items for Hospitals! 


A Hot Water Bottle That 
Stays in Place 


A hot water bottle that can be tied in 
place so that the patient receives the full 
benefit of the heat it contains. A full 
two-quart size made of a high quality of 
red rubber. The mouth is made extra 
wide so as to facilitate 
filling it from the hot 
water faucet. 
2HL9467. Round Hot 

Water Bottle 


Bach so ou cs as 7 $2.50 
Dozen ........$25.00 








Electric 
Vaporizer 


A_ convenient and trouble proof electric vaporizer of pine needle 
oil, benzoin, and medicated solutions in the treatment of lung, nasal 
and throat congestions. Particularly effective in croup, whooping 
cough, asthma, etc. Will quickly fill a room with sacdicaeed vapor 
assuring continued medication for the patient through inspiration. 

The vaporizer is automatic, shutting off when the fluid is evapo- 
rated. It is 100 per cent safe. Comes equipped with plug, 6 ft. of 
covered, flexible wire and a 2-piece socket. The stand, top 
and spout are heavily nickel plated. The 12-o0z. size makes 
it ideal for home or office. It will prove very useful in 
fumigating or in the. insufflation of medicated vapors in 
the home. A safe and modern method of inhalation med- 
ication. 
9HL4693. Electric Vaporizer, 12-0z. size. $5 00 
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" BUY ALCOHOL 
‘el FREE OF TAX 


full 

y of | ALCOHOL 

asi U.S. P. 

) for purely scientific or medicinal purposes can 
| be used by Universities, Colleges, and Hospitals 

free of tax, as provided for by law. 

| We have made a specialty of this business for a 

{ 


great many years and will be glad to furnish 
you with all the details. 





FREE OF COST 





Write today for prices and particulars 


C. S. LITTELL AND CO. 
328-334 Spring Street New York City 

















. | Lycos 
| Office Type 


Sphygmomanometer 


Used during operations 
they give the surgeon the 
exact knowledge of the 
patient’s condition. 


They warn him of any 
depletion in vitality before the patient shows any physical registry of it. 

They show accurate blood pressure, the pulse rate and the single pulse 
wave. 
TYCOS Operating Room Sphygmomanometer is set on a detachable 
easel. A large dial has easy reading figures and scale. 

For determining physical fitness before operation and for guidance in 
anaesthesia, it is invaluable to the surgeon. 

As the Operating Room Type is not convenient to carry about, the 
TYCOS Pocket Type Sphygmomanometer should be at hand for portable 
use. Send for interesting illustrated Blood Pressure Manual, which will 


be sent free on request. 


Taylor [nstrument Companies 


ROCHESTER, N.Y., U.S.A. 
Manufacturing Distributors in Canadian Plant 
Great Britain Tycos Building 
Short & Mason, Ltd., London Toronto 
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and laboratories connected with 
the University of Pennsylvania. 
The work will be directed by 
Dr. Ellice McDonald, Canadian 
specialist in cancer investiga- 
tion, who is professor of the 
University’s Graduate School of 
Medicine. Doctor McDonald’s 
discoveries of specific facts con- 
cerning changes in the blood 
cells of the bodies of cancer vic- 
tims were brought to the atten- 
tion of research workers at the 
duPont Experimental Station, 
leading to the $45,000 gift. 





Jefferson Hospital’s endow- 
ment fund will be enriched to 
the extent of $50,000 through a 
bequest of that amount in the 
will of Louis Boss, an attorney 
and for many years trust officer 
of the Industrial Trust Com- 
pany, Philadelphia. Other be- 
quests in the Boss will are Lan- 
kenau Hospital, $10,000, for es- 
tablishing two free beds; Luth- 
eran Orphans’ Home and Asy- 
lum for the Aged and Infirm, 
$25,000 for the permanent fund; 
St. Vincent’s Home for Catholic 
German Orphans, Tacony, 
$10,000; and Home of the Good 
Shepherd, $10,000. 





Better protection against 
“quacks” and “conscienceless 
pretenders promising impossible 
relief, but secretly plundering 
the sick,” was appealed for in 
a brief presented to the Penn- 
sylvania Healing Art Commis- 
sion, created by the last Legis- 
lature, at a public hearing re- 
cently. Representatives of the 
drugless cults bitterly attacked 
the present requirements for ob- 
taining a license to practice 
medicine in Pennsylvania. 

After Dr. A. C. Morgan, pres- 
ident of the Pennsylvania State 
Medical Society, said that the 
more strict measures enforced 
in New York were sending a 
swarm from there, Dr. John A. 
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Kolmer, professor of pathology 
and bacteriology in the Gradu- 
ate School of Medicine of the 
University of Pennsylvania said 
that all who are to practice the 
healing arts need fundamental 
training in anatomy; in physi- 
ology, to recognize the differ- 
ence between normal and ab- 
normal and to be able to diag- 
nose and treat wisely; in path- 
ology, to know of the changes 
caused by disease; in bacteriol- 
ogy, to understand the causes of 
disease; and in the use of meth- 
ods of immunization, so that 
human beings may be protected 
against contracting infectious 
diseases. 

A statement by a chiroprac- 
tor that “the chiropractors of 
Philadelphia need cleaning up, 
to the extent of 90 per cent of 
them,” brought forth vigorous 
protest from both chiropractors 
and others. There is said to be 
well over 1,000 illegal practi- 
tioners in the state. 

The commission will hold 
further hearings in Pittsburgh, 
January 16 and 17, and later in 
Scranton. 

The Pennsylvania State De- 
partment of Welfare plans to 
back, in the next Legislature, a 
bill to sterilize the hopelessly 
feeble-minded. 





GRADUATE NURSES 
WANTED 


Applications for graduate 
nurses, visiting duty, and junior 
grade, to fill vacancies in the 
Departmental Service, Wash- 
ington, D. C., Veterans’ Bureau, 
Indian and Public Health Serv- 
ices, will be received at Wash- 
ington up to June 30. Open to 
men and women, except Indian 
Service, which calls for women 
without dependents. 

Competitors rated as received, 
according to education, training, 
and experience. 
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Ether Squibb 


Eruer is today the safest and most 
economical anesthetic for surgical 
work. Squibb’s Ether will not de- 
teriorate before the tin is opened. 


Even after opening its contents will 


remain good for some time if the 
tin is kept tightly corked. 





Chloroform Squibb 


Tuis improved container for Chloro- 
form Squibb meets a need the profes- 
sion has long felt. It not only pre- 
vents evaporation and otherwise safe- 
guards the product, but also permits 
an easy, economical administration 
from the original package. 
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SQUIBB 
ANESTHETICS 


Standards since 1858 


INCE the days when Dr. 

E. R. Squiss perfected 

his process for the manufacture 

and purification of chloroform 

and also the special process 

for producing an ether of ab- 

solute purity and uniformity, 

three generations of physicians 

have recognized these anes- 
thetics as “Standards.” 

Year after year the Squibb 
Laboratories have fulfilled their 
obligation to the medical pro- 
fession by continuing to pro- 
duce anesthetics upon which 
the surgeon and anesthetist 
can always rely. 

Constant vigilance is main- 
tained throughout the manu- 
facture of Squibb’s Ether and 
Chloroform. Each step in the 
manufacture is constantly and 
carefully carried on and final 
tests are made so that the 
finished anesthetic is as good 
as can be produced. Each 
tin leaves the Squibb Control 
Laboratories with the Squibb 
Guaranty. 


ER: SQUIBB & SONS 
NEw YORK 
40862 
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The Advance of Science — 
A New Institute of Medical Research 


In appreciation of human 
needs and after a study of 
achievements of research in va- 
rious scientific fields, Mr. James 
N. Gamble has given an Insti- 
tute of Medical Research to 
the Christ Hospital, Cincinnati. 
This Christian philanthropist 
has given many hundreds of 
thousands of dollars to The 
Christ Hospital, and now pro- 
vides for the establishment of 
an institute to be modeled simi- 
larly to the Johns Hopkins Re- 
search Institute, The Rocke- 
feller Foundation and the Mayo 
Brothers Clinic. 

By the provision of the gift, 
Mr. Gamble includes the neces- 
sary building and floor space, 
furnishings and laboratory 
equipment, and ample endow- 
ment to carry on scientific re- 
search of the highest grade. It 
is understood this will be one 
of the four greatest institutes of 
medical research in America. 


Announcement Made at 
Victory Dinner 


The announcement was made 
in the presence of twelve hun- 
dred campaign workers at a 
victory dinner closing a success- 
ful campaign in which $2,400,- 
000 was raised for a new hos- 
pital building of 285 beds, and 
a new nurses’ home of 275 beds 
for The Christ Hospital. 

The letter written by Mr. 
Gamble, states: “In deep appre- 
ciation and gratitude toward the 


citizens of Cincinnati for the 
loyal and splendid support 
which these men and women 


of my native city have given to 
Christ Hospital by their gener- 
ous contributions to the build- 
ing program and thus made it 


possible to extend its useful- 
ness, I should like to add a com- 
plete floor, covering about 
12,000 square feet, to the present 
plan of eight stories, which 
shall be used as an Institute of 
Medical Research, with full lab- 
oratory equipment and to be 
maintained in connection with 
Christ Hospital for the benefit 
of suffering humanity in general 
and the citizens of Cincinnati in 
particular, 


Mr. Gamble Supplies 


Maintenance 


“T shall arrange for an ade- 
quate maintenance of this Insti- 
tute of Medical Research so 
that those in charge of the hos- 
pital may have ample funds to 
secure the best possible scien- 
tists for the position of direc- 
tors of medical research in the 
various fields of investigation, 
which I hope will lead to such 
discoveries in the science of 
medicine and healing, both pre- 
ventive and curative, as will be 
a blessing to mankind.” 


An Outstanding Contribution 


In commenting upon the gift 
for The Christ Hospital Insti- 
tute of Medical Research, Dr. 
A. C. Bachmeyer, superinten- 
dent of the General Hospital, 
Cincinnati, said: “It is an out- 
standing contribution, not only 
to Cincinnati, but for medical 
science. Laboratories manned 
by scientific investigators have 
solved many problems and 
saved many lives. It will give 
the opportunity to noted scien- 
tists to devote their full time to 
the study of those diseases as 
yet uncontrolled by human in- 
genuity, those bacilli whose ex- 
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Are They Riding Rudaiched 
Over Your Hospital Linens? 


HY has tradition branded 


the laundry as a spoiler of 
goods? The use of free caustic is 
oneof the validreasons for blaming 
short linen life on the laundering. 
Free caustic is a spoiler of goods 
—and it keeps the hospital laundry 


Investigate now—learn definitely 
whether you are using caustic— 
either as such or masqueraded. 

Positive assurance of thorough 
cleansing and protection to goods 
is the basis upon which we offer 
Escolite, the soap builder and 


from providing effec- 
tive and economical 
washing. Free caustic 
cleans—but with its 
corrosive action 
goods are literally 
“burnt up.” 


To assume that 
you arenot using free 
caustic is to tempt 
fate, for trade-names 
often cloud the fact. 


OWLE 





ESCOLITE is a unique 
chemical com pound of power- 
ful but controlled cleansing 
action. It contains no soap. 
Itis the one dependabie, all- 
around soap builder and de- 
tergent, of real alkaline 
strength balanced with col- 
loidal cleansing power, that 
is safe to fabrics and colors. 
ESCOLITE is finely ground, 
and can be mixed with soap 
either dry or in solution, It 
washes clean and rinses 
thoroughly. 








detergent developed 
by modern science, 
in which the alkali is 
under colloidal con- 
trol. 

Drive the ‘‘Four 
Horsemen’’ out of 
the washwheels and 
travel on to better 
washing and longer 
service from your 
linens—with Escolite. 


THE COWLES DETERGENT COMPANY 


7016 Euclid Avenue 


ESCOLI 


GOOD WASHING WINS GOOD WILE 


PATENTS suns a9 a2 


CLEVELAND, OHIO 
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termination the world still 
awaits, with particular empha- 
sis on the annihilation of the 
deadly bacillus streptococcus. 
“It is my hope that such 
scientists as will be appointed to 
wage life’s long battles against 
virulent disease will be pro- 
vided with laboratories and alli 
other equipment and human aid 
which will be needed to make 
this crusade take a place among 
those world-renowned endeav- 
ors which have been instituted 
at the Johns Hopkins and the 
Rockefeller Foundations.” 


Campaign of Unusual 
Character 

The Executive Manager, Dr. 
F. C. English, reports the re- 
cent building fund campaign for 
The Christ Hospital as one of 
unusual character. The leading 
men and women in the city en- 
tered into a campaign organiza- 
tion with unprecedented enthu- 
siasm and determination to win, 
The long years of service of the 
hospital, the moral atmosphere, 
the home-like influence and the 
efficient service administered to 
all without discrimination, has 
won for it the esteem of the 
people. 

The campaign program was 
so carefully built and conducted 
that soliciting was made easy 
and giving a pleasure. The 
medical staff raised several hun- 
dred thousand dollars, while the 
women contested with the men 
for first place in securing sub- 
scriptions. The new hospital 
building replaces the old north 
wing, and, when completed, will 
give the hospital a capacity of 
350 beds. 


Love is very different from a 
desire to shield from pain. Eter- 
nal Love gives to painlessness 
a very subordinate place in com- 
parison of excellence of char- 
acter.—The Rev. F. W. Robert- 





son. 
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WHERE THERE NO 
HOSPITALS 


Our pampered American pub- 
lic is too prone to take its many 
benefits for granted and, alack, 
not to appreciate them. 

For instance, it * only when 
people are very sick, or there 
is an epidemic or a catastrophe, 
that they appreciate the hospi- 
tal in their midst—but what 
would happen if they had no 
hospitals? It is easy to find out. 

There was a book written, 
not so long ago, on Mexico. It 
is called “Brimstone and Chili,” 
and is by Carleton Beals. He 
gives an account of an epidemic 
in a Mexican town just beyond 
our own borders, where they 
had no hospital. We quote the 
following: 

“In many houses the whole 
family was ill, and peopie died 
as in some Oriental pest-hole, 
the dead bodies being pushed 
out of the door into the street 
by the person most capable of 
movement. After a. time it be- 
came impossible to get these 
bodies buried before putrescence 
set in. 

“Two days later disease in- 
vaded Dona Maria’s_ roost. 
Dorotea was tossing with fever 
—typhoid. Don Domingo went 
to sleep elsewhere. Antonio, 
the worthless husband, conven- 
iently disappeared. The others 
I tried to instruct as to precau- 
tions — difficult, as no one had 
the least conception how disease 
is transmitted. From Enrique 
I borrowed a cot to take 
Dorotea off the ground and 
fetched down clean garments 
and blankets. Don Carlos gave 
me the last of his meagre stock 
of quinine and pills, and I be- 
gan putting into effect my lim- 
ited ideas about caring for the 
sick, for there was no doctor in 
the place.... 


“Nursing under the most fav- 
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The Three Principal Disadvantages of Digitalis 
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1. Uncertainty of action 
2. Premature gastric disturbance 
3. Unsuitability for hypodermic injection 


DIGIFOLINE, “CIBA” 


OVERCOMES THEM ALL 





TABLETS LIQUID AMPULES 








CIBA COMPANY, Inc. 


CEDAR AND WASHINGTON STREETS, NEW YORK CITY 
Canada: Ciba Co. Ltd., 146 St. Peter Street, Montreal 























PHYSICAL THERAPY 
Equipment 


a LC 

You can equip your Physical Therapy Depart- 
ment completely with L-F Equipment which has 
long been recognized as the finest of its kind avail- 
able. Write for detailed information on: 


Diathermy Machines Radiant Heat Lamps 
Ultra-violet Generators The Air-O-Vac 
X-Ray Apparatus Fluoroscopic Units 
Young-McKim-Smith Urological X-Ray Table 
Treatment and Exposure Timers 
Electric Scalpel 


THE LIEBEL-FLARSHEIM CO. 


Dept. H-1. 410-416 Home St., Cincinnati, Ohio, U.S. A. 


jot Reprints and 


FLARSHEIM 
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orable circumstances, except for 
women especially gifted, is a 
disgusting routine; here in this 
hovel among rags and filth, with 
no proper kitchen utensils, with 
no running water in the house, 
no means of heating anything 
except by fanning charcoal for 
hours, with no toilet facilities, 
at the last without medicines 
or clean garments, fighting for 
the lives of people who refused 
all but their customary indiges- 
tible food, who feared air, who 
feared to be bathed—the details 
cannot be set down. 

“Dorotea died... . A coffin 
was out of the question. I per- 
suaded a bleary old Indian to 
carry her up a side ravine and 
went along to help dig the 
grave. 

“On my return I found that 
Francisco had flopped off the 
cot. I took up nursing again 
with a clogged dullness of mind 
and body. The succeeding days 
are black in my memory. One 
afternoon I pitched into my cot, 
too dead tired to move, and 
woke hours later, knowing I 
also had the flu. Fortunately, 
my attack was light. I was able 
to attend to the most necessary 
wants of myself and the others. 
Two of them lived, Francisco 
and Andres. Old Maria unex- 
pectedly dropped dead of heart 
failure when she seemed out of 
danger. 

“I went back to the hotel, 
where I slept eleven hours a 
day for a week, not knowing or 
caring how the rest of the vil- 
lage was faring.” 





U. S. WANTS DIETITIANS 

For positions in Public 
Health Service and Veterans’ 
Bureau, throughout the U. S. 
Apply before June 30. 

Must purchase food for all 
messes in the hospitals, plan all 
menus, supervise preparing and 
serving, etc. 
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CHILDREN’S HOSPITAL 
SPONSORS NUTRI- 
TIONAL RESEARCH 
(Continued from page 18) 
the encouraging fact that hospi- 
tals have the courage and the 
resourcefulness to embark upon 
such fundamental quests in their 

study projects. 

The cost in budget allotment 
is apparent from the corps of 
workers required and the hospi- 
tal machinery necessary for the 
support of such activities. 

These tiny subjects of scien- 
tific interest required a mini- 
mum hospital stay of six 
months, for the most part with- 
out compensation. Two meta- 
bolic readings were made per 
week. Observations of the most 
minute and painstaking charac- 
ter were consistently recorded 
throughout. Nurses required 
special coaching for the work 
and special duty nurses for day 
and night service were allotted 
to each case. Thirty infants 
were studied in the series just 
reported, and many more par- 
tial observations were made. 
Ideal arrangements had to be 
made for the patient’s comfort. 
A special metabolic frame was 
invented for their use, and new 
and precise routines developed 
for the collection and handling 
of specimens. Wet nurses had 
to be maintained and closely 
supervised. 

“It would have been impossi- 
ble to consummate the task 
without the supervisory interest 
throughout on the part of Mrs. 
E. Terrell and Miss J. Krick of 
Sarah Morris Hospital, and 
Miss Dora Saunby, head of the 
nurses’ training school of 
Michael Reese Hospital,” says 
Dr. Gerstley. 

The services of a highly ex- 
perienced chemist were required 
and it took between two and 
three years of preliminary ex- 
perimentation to develop meth- 
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There is no Glycerine in REVELATION 


You may use Revelation personally and 
prescribe it for your patients knowing full 


well that it will clean the teeth in safety. 

Revelation Tooth Powder is free of glyc- 
erine and grit. 

Glycerine is one of the most powerful 
dehydrants or depletants known in medicine. 

When dentifrices contain grit the tooth- 
brush forces the grit between the gum mar- 
gin and the tooth, it remains there as a for- 
eign body, causing irritation. 

Revelation is entirely safe and will not 
harm the most delicate tissues. 


Send your card for a full size can of Revelation 
without charge, for testing purposes. 


Revelation for Teeth and Gums 
Never in paste form 


= 


August E. Drucker Company 
2226 Bush St. San Francisco, Cal. 
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ods that could be considered 
sufficiently reliable. Dr. Chi 
Che Wang and her aide, Miss 
Agnes Wood, deserve full credit 
here. 


Mechanical Equipment Also 

Comes in for Consideration 

Even the integrity of mechan- 
ical equipment enters into the 
success of hospital research, for 
at one point in this inquiry a 
failure of refrigeration invali- 
dated a whole series of observa- 
tions. 

It is indispensable that the 
hospital superintendent be 
really interested in scientific 
work for a hodge podge per- 
sonnel would make such inves- 
tigative projects impossible. 

The medical head of the in- 
vestigative group does. not 
merely set the problem. He has 
also to have a rare faculty for 
administrative coordination. 
This is true of any hospital that 
elects to offer a periodical con- 
tribution to medical science. 


“GO, CHICAGO!” 
(Continued from page 30) 
between them for the surgeon, 
a diet kitchen, beds, and two 
solariums with thirty beds each. 

On each floor there are glass 
cubicles, nicely decorated in 
pinks, blues and greens, tuo 
please the children. 

The outpatient department is 
in the basement, where it is 
planned to have a very com- 
plete “follow-up” systen}. 

There is also a lectu*e room 
for 100 students, and the chil- 
dren’s hospital is connected 
with the general hospital by a 
tunnel. 

Such names as Doctors Henry 
Irish, Julius Hess, Maurice 
Blatt, Arthur Parmalee, J. D. 
Calvin, Philip Rosenblum, Abra- 
ham Levison, and Chas. K. 
Stulik, insure that the most ap- 
proved treatments in pediatrics 

ill be given to the children. 
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MEDICAL ECONOMICS IN 
THE HOSPITAL 


In a very interesting special 
article, entitled “Medical Eco. 
nomics,” appearing in the Jour. 
nal of the American Medical 
Association for November 26th, 
Dr. M. L. Harris, of Chicago, 
has the following to say on the 
management of hospitals. 

“Another matter of impor- 
tance is the management of hos- 
pitals. The physician should 
devote time and study to the 
business end of hospital man- 
agement, as well as to the pro- 
fessional end. It will not do for 
a physician to say that he 
doesn’t care anything about the 
management of the hospital so 
long as he has a good place to 
take his patients. 


Hospital Management Being 
Dominated by Laymen 


“Do you ever stop to think 
that the chances of having a 
good hospital where you are at 
liberty to take your patients and 
treat them according to your 
own ideas are constantly grow- 
ing less? And that hospital 
management is being dominated 
more and more by laymen who 
fail to understand and appreci- 
ate the professional side of the 
situation? 

“Lay boards of trustees of 
hospitals are beginning to think 
that every patient who enters a 
hospital belongs to the hospital 
and that it is the duty of the 
board to determine who shall 
take care of him. 

“The attitude of the lay su- 
perintendent of a hospital is 
well shown in a recent article 
that appeared in the daily press 
of one of our large cities, in 
which ‘he said, ‘Physicians are 
necessary adjuncts to a hospital, 
but they should have nothing to 
say in regard to who their con- 
fréres should be.’ 
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“Now an adjunct is ‘that 
which is joined to something, 
but is not an essential part of 
it.’ 

“Is it not interesting to know 
that doctors are not an essential 
part of a hospital and that they 
haven’t sense enough to deter- 
mine whom they shall work 
with, or to have anything to 
say about the hospital manage- 
ment? 


Doctors Should Predominate 


“I am not at all in accord 
with this idea. I believe that 
medical men should predomi- 
nate in the management of 
every hospital, and furthermore 
I believe that there are doctors 
who have business sense enough 
to undertake the work. 

“The hospital is the physi- 
cian’s workshop, and when a 
workman ceases to have some- 
thing to say about the manage- 
ment of his shop he has lost his 
independence and soon finds 
himself working under some one 
else, in the doctor’s case, under 
the dictation of laymen. 


The Duty of All Physicians 


“It should be the duty of all 
physicians who are actively con- 
cerned with hospital work to 
see that the primary purpose of 
the hospital—namely, the care 
of the sick—is not diverted or 
minimized by the prevailing pas- 
sion for so-called standardiza- 
tion, which seems to have ob- 
sessed sO many organizations 
and institutions today. 

“Hospitals are being flooded 
with elaborate questionnaires, 
some of them asking questions 
which no self-respecting institu- 
tion would answer, such as the 
names and salaries paid its su- 
perintendent and other em- 
ployees, and the names and par- 
ticular religion of the members 
of the staff, and are being over- 
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run by young inspectors who 
have no knowledge of, or ex- 
perience in, the management of 
hospitals, each with an arbi- 
trary yardstick with which to 
measure and rate the hospital 
according to the dominant idea 
of the institution doing the rat- 


ing. 
Rating the Hospital 


“One will rate the hospital on 
the basis of its physical equip- 
ment; another on its scientific 
paraphernalia; a third on the 
percentage of autopsies held on 
the dead; a fourth on the num- 
ber of beds and its facilities for 
training interns; a fifth on the 
willingness of the members of 
the staff and all others practic- 
ing in the hospital to sign an 
iron-clad stultifying oath con- 
cerning fees, which it is ac- 
knowledged cannot be enforced 
and which, as is well known, is 
constantly being violated by a 
large percentage of its own 
members, and so on down the 
list, while no one seems to have 
grasped the idea of rating hos- 
pitals according to the amount 
of good they are doing in the 
relief of human suffering, hav- 
ing in mind the economic con- 
ditions of the community 
served. 


Physicians Must Assert 
Themselves 


“Physicians must have 
strength of character enough to 
assert themselves in the man- 
agement of hospitals. They 
must be imbued with the high 
ethical principles of the profes- 
sion and see that all those who 
work with them are likewise 
ethical. This is a duty they owe 
to themselves, their profession, 
their patients and the public. 


“Another source of economic 
loss to the profession is the 
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selling of the physician’s knowl- 
edge and skill to lay corpora- 
tions organized for profit who 
resell the knowledge thus 
gained back to the patient at a 
much higher price. 

“Many physicians throughout 
the country by reason of their 
undue credulity and under the 
guise of altruism have been im- 
posed on in this way and are 
now selling their services to a 
jobber to be resold. 


“This is not only a direct 
financial loss to those engaged 
in the work, but a breach of the 
obligation which every physi- 
cian owes to the profession as a 
whole, as it lessens the confi- 
dence which the people have in 
its ability, lowers its dignity, 
and detracts from its indepen- 
dence. 


“The agitation which was 
raised against this practice a 
short time ago has already 
borne fruit, as one of the large 
insurance companies that for- 
merly contracted with a corpo- 
ration to do this work has now 
given it up and refers its poli- 
cyholders to their family physi- 
cian, where they belong, to 
make the periodic health ex- 
aminations.” 





OPENS NEW BRANCH 
OFFICE AND 
WAREHOUSE 


The Ohio Chemical & Manu- 
facturing Company has just an- 
nounced the opening of a branch 
office and warehouse at 1405 St. 
Louis Avenue, Kansas City, Mo. 
The company is a large manu- 
facturer of anesthetic gases, 
pharmacals, dental and surgical 
supplies, and has plants at 
Cleveland, Hoboken and Minne- 
apolis, with ten branch ware- 
houses throughout the United 
States. 
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DIET IN HEART COMPLI. 
CATIONS 


The processes of digestion, 
assimiliation and excretion de- 
mand considerable energy, and 
if not properly controlled, may 
add to the burdens of a failing 
heart, as pointed out by Joseph 
R. Darnall, M. D., in the Jour- 
nal of Laboratory and Clinical 
Medicine. 

Passive congestion of the di- 
gestive organs necessitates a 
careful selection and limitation 
of food and drink. 

In general, foods readily di- 
gested and producing waste 
products readily excreted should 
be chosen. 

The following rules, then, 
should be observed in regulat- 
ing the diet in organic heart 
disease: 


Some Rules to Follow 


1. The diet should be rela- 
tively dry and easily digestible. 

2. Foods causing flatulence 
should be avoided. These foods 
will vary in different individ- 
uals, but in general, beans, peas, 
cabbage and starchy foods are 
more liable to produce flatu- 
lence. 

3. The heaviest meals should 
be taken in the morning and at 
noon. Supper should be light. 
Meals should be about five 
hours apart and no solid food 
taken between meals. 

4. Fluids should be re- 
stricted to 1500 c.c. if edema is 
absent. In the presence of 
slight edema, fluids should be 
limited to 1000 c.c. If edema is 
marked, with effusion into the 
serous cavities, fluids should 
not exceed 800 c.c. If the edema 
persists or increases, the Karell 
diet may be tried. This consists 
of giving 200 c.c. of skimmed 
milk at 8 A. M., 12 noon, 4 
P. M., 8 P. M., for from five 
to seven days. The diet is then 


(Continued on page 62) 
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The Hospital Book Shelf 
By A. P. O’Callaghan 





The art of making a primer 
text book palatable, tasty, and 
easily digested by the average 
“dumb” student seems to be a 
gift rarely possessed by the 
modern scientific author. 

Somehow or other, it seems so 
dificult for the man of lore to 
step off his exalted pedestal of 
learning and place himself in the 
position of his reader—to imag- 
ine that he, himself, is back in 
the beginners’ class. 

Dry as dust, full of naught but 
bald and unimaginative facts 
and tables, soaring away above 
the comprehension of his stu- 
dent, he succeeds, before the 
end of the first chapter, in kill- 
ing all love for the subject and 
reducing further study to a pain- 
ful penance which must be slug- 
gishly performed in order to 
fulfill examination requirements. 

There seems little excuse for 
writing a new book on an old 
subject unless it follows some 
new and improved plan of pres- 
entation, or has a distinct mis- 
sion to perform. 

It is, therefore, a relief to get 
hold of a book which, in my 
opinion, fulfills both these re- 
quirements and so it is with 
great pleasure that I would in- 
troduce you to 


Primary Studies for Nurses 


By Charlotte A. Aikens. Published by 
W. B. Saunders Co. Sixth edition, 
illustrated. Price $2.25. 

The popularity of this book is 
evident from the fact that it is 


now presented in an up-to-date, 
improved sixth edition. 

It deserves its popularity. It 
has a purpose. The author 
knows her subject thoroughly, 
understands her pupils’ needs, 
inveigles their interest from the 
start, and holds it to the end. 

She has a big program to 
cover, but she sticks closely to 
essentials, and by the time the 
book has been carefully studied 
from cover to cover, the student 
nurse will have acquired a sound 
foundation for her later devel- 
opment in the science and art 
of nursing. 


With great skill, the authoress 
presents, in concise, consecutive 
form, a series of well-rounded 
courses on anatomy, physiology, 
hygiene, bacteriology, therapeu- 
tics and materia medica, diete- 
tics and invalid cookery—those 
subjects which with ethics and 
practical nursing technic should 
constitute the first stage in a 
nursing education. 


It is not a text book of prac- 
tical nursing; neither is it a book 
of reference. It aims to fill the 
gap between the two, and to 
simplify the work of the pupil 
nurses’ first year. 

The physical make-up of the 
book leaves nothing to be de- 
sired. The type is legible, and 
the text split up by those valu- 
able aids to reading and study— 
carefully chosen_ sub-heads. 
Throughout, the book is richly 
illustrated with drawings and 











yer January, 1928 ; 55 


THE COMPLETE DETOXIFICA- 
TION of the patient’s mouth is becoming 
a factor of prime importance in hospital 
practice. 

Detoxification, by means of Detoxol, in- 
vr ie troduces a new scientific discovery which 
prevents the spread of disease by detoxify- 
It ing pathogenic organisms in the mouth— 
oj to vastly superior to the ordinary “mouth 

Me wash” or tooth paste. 
¥ This is fully explained in the new book 
“DETOXIFICATION —a New Factor in 
Dental Prophylaxis.’’ We will be glad to 
mail a copy free to hospital executives on 


request. 
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| Wm. S. Merrell 
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technic pictures which should 
serve as a valuable aid to both 
teacher and student. 


The entire book has been re- 
vised for this new sixth edition, 
with many additions, particu- 
larly to the chapters on applied 
anatomy and materia medica, 
while an important additive fea- 
ture is the inclusion of a ylos- 
sary of simple medical terms, 
which the young nurse must 
learn, 





Here is another splendid ex- 
ample of a book with a definite 
and important mission, directed 
this time, however, to the more 
advanced student and the grad- 
uate nurse. 

The theme is one of intense 
interest. It is 


Infectious Diseases and Aseptic 
Nursing Technique 
By D. L. Richardson, M. D. Published 


by W. B. Saunders Co. 182 pages, 
illustrated. Price $1.50. 
Doctor Richardson has a 


background of more than fifteen 
years’ experience in lecturing to 
nurses at the Providence (R. I.) 
City Hospital. Consequently, he 
knows just how to state his case 
and how to present the facts 
which will prove of most value 
to the nurse. 

Commencing with a general 
discussion of infection and im- 
munity, he then proceeds to deal 
with each disease separately. 
He follows the same simple plan 
throughout, first giving the etiol- 
ogy, then the mortality, incuba- 
tion period, symptoms and signs, 
complications, prognosis, treat- 
ment, with special stress on the 
manner in which infectious dis- 
eases are transmitted, and how 
this transmission can be pre- 
vented. 

To symptoms and signs, only 
enough space has been devoted 
to present a concise outline of 
each disease. On the other 
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hand, Doctor Kichardson re- 
alizes that nurses should be 
taught explicitly how disease 
transmission can be prevented, 
since they come into closer con- 
tact with patients than the phy- 
sicians, themselves. 

The second section of the 
book deals with a discussion of 
aseptic nursing technic as it has 
been carefully developed at the 
Providence City Hospital. For 
other institutions, many of the 
details might have to be modi- 
fied, but the essential funda- 
mentals have been carefully 
worked out, and can be easily 
adapted to any situation. 

Undoubtedly, Doctor Richard- 
son’s book is one of the most 
practical ever written on this 
important subject for the con- 
venience of lecturers to nurses 
as well as for the students 
themselves. 





SPECIAL FOR HOSPITALS 


The special hospital packages 
of Allonal, Digalen, and various 
other products of The Hoffmann- 
LaRoche Chemical Works, have 
met with such favor that that 
concern announces another ad- 
dition to the list: Gallon bot- 
tles of Thiocol Syrup, at $8.00. 

Also, Pantopon ampules (1/3 
gr. each) are now available in a 
hospital carton of 100, at a price 
of $7.00. 

The Hospital Sales Depart- 
ment of this company is de- 
signed to help the purchaser of 
drugs in the hospital as much 
as possible, and all Roche prod- 
ucts may be ordered direct from 
the department, at decided sav- 
ings. 





Given a book, and anything 
may happen in the way of in- 
spiration; given a personality, 
and some Peter may leave all 
to follow Him.—Dr. John Wat- 
son, “The Potter’s Wheel.” 
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But if It Is a Problem— 


Let us tell you about the many types of conveyors we make— 


write to us now! 


THE MAX WOCHER & SON CO. 


29-31 West Sixth St. 


Let’s Talk 
About Food! 


Does your food serv- 
ice worry you? Do 
your patients receive 
warm and _ palatable 
meals? 


If this problem 
isn’t a problem to you, 
you’re fortunate—you 
must be using 


Wocher Conveyers 


Cincinnati, Ohio 

















Is slipperiness chronic 
with your floors? 


O not be too sure the fault lies 

with the floor. More often, 
chronic slipperiness comes from 
using soaps, soap powder or sim- 
ilar cleaners that leave a greasy film 
that is hard to rinse. 


You can easily avoid this hazardous 
condition by washing floors with 
Oakite. Regular use of this effec- 
tive, easy rinsing material will keep 
them in perfect condition — thor- 


oughly clean, free of film, and slip- 
proof. Moreover, Oakite is SAFE. 
It contains no alkalies, no abrasives 
—nothing that can mar or wear the 
surface of ANY type of floor. 


But the proof of the cleaner is in 


the cleaning. Let one of our Serv- 
ice Men show you what Oakite will 
do for you in improving the condi- 
tton of your floors. Just drop us 
a card. No obligation. 


Oakite is manufactured only by 
OAKITE PRODUCTS, INC., 30C Thames St., NEW YORK,N.Y. 
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BAPTIST MEMORIAL 
HOSPITAL 
(Continued from page 26) 
ceiving box in the first-floor 
lobby; a master radio receiving 
set in the corridor, which, in- 
cidentally, is a pleasant lobby, 
connects with every room, so 
that, by simply plugging in a 
speaker, any guest or patient 
who cares to do so can hear the 
programs that are coming in. 
Every room has a bath and 
a telephone of the convenient, 
European type, having the re- 
ceiver and transmitter in one in- 
strument. At the head of each 
bed is a panel, bearing a hooded 
night lamp, a switch connecting 
with the nurse’s desk and the 
plug-in for the radio. All fur- 
niture is of steel, painted in 
pleasing colors. Each floor has 
a public telephone _ station, 
where long-distance calls can be 

sent and received. 

Few hotels offer so much 
comfort and convenience at 
anything like the price which is 
charged—$2.50 a day, for a sin- 
gle room. 


A Clever Contrivance 


The seventh is a_ hospital 
floor and has, in addition to all 
the arrangements just de- 
scribed, a nurse’s station in the 
corridor; Henry Ford Hospital 
type beds in each room; and a 
clever little contrivance on each 
door which obviates much un- 
necessary knocking and disturb- 
ance. This indicator, which is 
of white enamel and distinctly 
ornamental, is about 4 inches 
square and has a knob at one 
side, by turning which any one 
of the following legends may be 
made to appear: Sleeping; 
Busy; Do Not Knock; No Tele- 
phone; No Breakfast; No Vis- 
itors. 

In each of the bath rooms, 
which pertain to each room, is 
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a wall cabinet containing a com- 
plete service equipment—bed. 
pan, urinal, wash basin, douche ' 
can, etc. In each toilet hopper 
is an attachment for washing 
bed-pans and urinals. There js 
also a tall, narrow medicine 
cabinet of adequate size to con- 
tain the medicaments for treat- 
ing any case, no matter how 
complicated. Having seen both, 
I feel that these bath rooms are 
even more satisfactory than 
those in the Henry Ford Hospi- 
tal, Detroit. The charge for 
these exceptionally convenient 
and modern hospital rooms is 
only $8.00 a day. 


Something to Make Note of 


It appears to me that this new 
building embodies features 
which might, with profit, receive 
the attention of many hospital 
executives. The rentals from 
the stores, shops and doctors’ 
offices should meet the carry- 
ing charges for the entire 
building, and eventually pay for 
it. After that they would go 
toward the hospital budget. 

The convenience, to patients 
and their relatives, of having 
complete hotel accommodations, 
drug store, barber shop, etc., 
under the same roof with the 
hospital, can scarcely be over- 
estimated. 

It would also frequently be 
convenient (though sometimes, 
perhaps, rather a nuisance—to 
the physician) to have a doc- 
tor’s office convenient to the 
hospital where. his patients 
were. The whole arrangement 
permits, a certain number of pa- 
tients to enjoy superlative ad- 
vantages at very reasonable 
rates. 


Nurses’ Home 


The nurses’ home is a modern 
building, each nurse having an 
attractive room to _ herself. 
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IMPORTANT 


ANNOUNCEMENT 


CWDS 


It is with pleasure that the Abbott Laboratories an- 
nounce the purchase of the business, good will, equip- 
ment and products of John T. Milliken and Co., of 
St. Louis, manufacturers since 1894 of well known 
pharmaceutical preparations. 


It will be the policy of the Abbott Laboratories to 
continue the manufacture of the Milliken line and to 
maintain high standards of purity. 


The research staff and facilities of both the Abbott 
and Milliken firms will continue to be devoted to the 
development of “The Best Pharmaceutical Products 
of Today and the Better Products of Tomorrow.” 


This notable addition to the service of the Abbott 
Laboratories became effective January 3rd, 1928. 


Orders for Milliken preparations will continue to be 
filled promptly from the St. Louis address, or orders 
may be sent to the home office of the Abbott Labora- 
tories at North Chicago. Our branches as well as the 
wholesale and retail drug trade will be stocked with 
the Milliken pharmaceutical preparations as soon as 


possible. 
EXECUTIVE OFFICES 


Atrrep S. Burpicx, 
President. 


CQOPO 


ABBOTT LABORATORIES 


NORTH CHICAGO, ILL. 
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There is a swimming pool in the 
basement. This building houses 
the nursing staff of 16 gradu- 
ate nurses, 173 student nurses 
and 2 dietitians. A good many 
patients bring their own private 
nurses, who sleep in the pa- 
ient’s room. 

The staff of the hospital con- 
sists of 85 attending physicians; 
107 visiting men; the nursing 
personnel; 2 graduate pharma- 
cists; 7 technicians, in the lab- 
oratories and physical therapy 
department; and 163 non-pro- 
fessional employees. 

With this staff the hospital 
handled, last year, 11,920 pa- 
tients, of whom 4,456 were med- 
ical, 7,190 (including 2,993 eye, 
ear, nose and throat cases) were 
surgical and 274 obstetrical. Of 
the total number, 3,331 were 
charity cases. There were only 
417 deaths during the year. 

While the funds for the con- 
struction of the buildings for 


this hospital were donated by 
public subscription, the annual 


receipts practically meet the 
budget of the institution, includ- 
ing a sound allowance for de- 
preciation; and this in spite of 
the fact that they do nearly 
$200,000 worth of charity work 
each year. In every appeal for 
funds, the pledge has been made 
to make the hospital a service 
to humanity. This pledge has 
been kept. 

Here is a proof of the fact 
that, with proper management, 
an institution of this sort can 
give its community high-class 
service at reasonable rates, do 
a large amount of charity work, 
and still pay its running ex- 
penses without depending on an 
endowment. 





To love abundantly is to live 
abundantly, and to love for ever 
is to live for ever.—Professor 
Henry Drummond. 
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SOUTHERN HOSPITAL 
NOTES 

Plans for the construction of 
a hospital for Statesboro, 
are expected to be completed 
shortly. 

Some time ago, several prom-| 
inent Statesboro doctors pur. 
chased a site, and a charter was. 
granted authorizing the con. 
struction of the Bulloch Hospi- 
tal and providing for the issy- 
ance of $40,000 capital stock 
No further steps were taken, ™ 
however, for the construction 
of a building. 

The committee consists of! 
Harold Cone, J. M. Murphy, J.’ 
E. McCroan and Dr. R. J Ken- 
nedy, chairman of the county! 
commissioners 

It is expected that a com- 
munity drive will be instituted’ 
to sell stock in the hospital, 
after which actual construction 
work will start. 





Miss Clara McDonald, head 
nurse for the New Orleans 
Child Welfare Association, was 
elected president of the Louisi- 
ana State Nurses’ Association at 
its annual meeting. Miss Susan 
Collins, of New Orleans, is the 
new secretary. 

Tampa, Fla., was selected as 
the city for the 1928 convention 
of the Florida State Nurses’ As- 
sociation at the close of its 
meeting in Miami recently. Miss 
Julia Kline, of Miami, was 
elected president and Miss Bob- 
bie A. Smith, of Tampa, secre- 
tary. 

Miss Anna Bess Feebeck, su- 
perintendent of nurses at Grady 
Hospital, Atlanta, was elected 
president of the Georgia State 
Nurses’ Association, and Mrs. | 
Alma Albrecht, 
secretary. 





A new wing is to be added to 
the present city hospital of | 
Brunswick, Ga., at a cost of 
$75,000. 
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HE emulsion of the min- 

eral oil with the indigest- 
ible agent, agar agar, splits up 
the oil globules so that they 
mix intimately with the intes- 
tinal content. This produces 
a soft, easily passed. fecal 
mass. 


Thus, Petrolagar provides 
mechanical elimination with- 
out derangement of normal 
functional processes. 


Petrolagar is’ so palatable 
and has such a pleasant fla- 
vor that there is no aversion 
to it on the part of the patient. 
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CANCER OF BOWEL 





HEMORRHOIDS 


a 
In Diseases of Sigmoid, Rectum and Anus 
Where there is irritation or obstruction in the lower 
bowel, there is need for a soft formed, yieldin3 fecal 
mass. 
Here Petrolagar is invaluable because this emulsion 
is more than a mere lubricant. 
—it permeates the mass, renderin? it soft and easily 
passed, 
—it provides comfortable elimination without strain, 
reducing, congestion in the hemorrhoidal veins. 
—it allays irritation. 
Oral administration may be supplemented 
with Petrolagar, diluted slizhtly with water 
given as an enema. 
Write for information about the new Hospital Unit 
size for hospital dispensing only. 
ESHELL LABORATORIES, Inc, 
6 Lake Shore Drive, 
ticazo 
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Reduce 
Thermometer 
Breakage 
More Than 50% 
By Using 


FAICHNEY’S IMPROVED 








“‘As Near Unbreakable 
as Glass Can Be Made.’ 
So uniformly good, so 
exactly right in any com- 
bination — absolute accu- 
racy—freedom from fre- 
quent breakage makes low 
replacement cost. 


Give Faichney’s Im- 
proved a chance to dem- 
onstrate their worth. In 
hundreds of Hospitals 
they are now standard 
equipment. Why not join 
the ‘“‘League of Progress’ 

and save money. 


If youre dealer cannot sup- 
‘94 ply you write us direct. 














FAICHNEY 


INSTRUMENT CORPORATION 
WATERTOWN, N. Y. 


Pronounced “Facknee” 











Palmolive Quality 


Palmolive Economy 


Now Made Especially Avail- 
able for Hospital Use. Three 
Special Sized Bars for 
Your Convenience. 


The fame of Palmolive’s 
quality is world wide. All 
know how quickly and abun- 
dantly it lathers. 

They know too that it 
rinses easily and thoroughly. 
And most popular is the fine 
after effect. 

Not so many realize how 
economical Palmolive is. But 
it’s so. Volume production 
keeps cost low in spite of 
quality materials use 


NEW—FOR HOSPITALS 


Now Palmolive is adapted 
especially for hospitals. 
Three handy small sizes are 
offered. They are just suited 
for hospital use. 

The 14-ounce cake is called 
Miniature Palmolive—the 
ounce, Petit—and the 1%4- 
ounce, Special Quest. 

The same fine quality your 
patients are used to in 
Palmolive—in these minia- 
ture replicas. The well known 
green bar, with the familiar 
green wrapping and black 
and gold band. 


A TOUCH OF HOME 

Making patients feel at 
home is a difficult task. Palm- 
olive will help do it. The 
soap they use at home will 
be welcome away from home. 


JUST TRY IT 


Palmolive will uphold any 
of our claims. Try it once. 
Write today for a trial order 
and price list. Economies are 
amazing. 


The Palmolive-Peet Co. 
360 No. Michigan Ave. 


CHICAGO, ILL. 
3697 
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Patients have been moved 
from the old Gordan Kellar 
Hospital to the new $1,500,000 
Tampa Municipal Hospital on 
Davis Island, which is one of 
the finest institutions of its 
kind in the Southeast. Leading 
citizens of Florida took part in 
the opening exercises, after 
which some 20,000 people in- 
spected the big hospital. It is 
six stories high. 





The first unit of the Halifax 
District Hospital, at Daytona 
Beach, Fla., has been completed 
at a cost of $260,000, and equip- 
ment is now being installed. It 
contains 120 beds and will be 
ready for occupancy this month. 

A hospital for negroes will 
also be built in the near future. 
The two hospitals are being 
constructed with a bond issue 
of $750,000 recently adopted by 
the section. 





As a result of a campaign for 
a new building fund, $400,000 
has been procured in cash and 
pledges for the Norton Memo- 
rial Infirmary, of Louisville, Ky. 
While the amount is $200,000 
short of the goal aimed at, it 
will insure the construction of a 
modern five-story hospital —to 
be increased to nine, later—fully 
equipped, which will meet the 
needs of the community for 
some time. 





DIET IN HEART COMPLI- 
CATIONS 
(Continued from page 52) 
gradually increased, adding first 
toast, then vegetables, one or 
two eggs and, finally, a little 

meat. 

5. Salt should be restricted, 
as it increases desire for liquids 
and also withdraws fluid from 
the tissues into the _ blood 
stream, thus increasing the vol- 
ume of the blood, and adding 
to the cardiac burden. 
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1. Restrict fluids moderately, 
taking about 1500 c.c. Drink a 
glass of hot water just before 
breakfast, to cleanse the stom- 
ach and upper bowel and stimu- 
late peristalsis. 

2. Limit coffee or tea to one 
cup daily, preferably at break- 
fast. 

3. Avoid overeating. A gen- 
eral quantitative reduction in 
diet is important. If a general 
reduction in diet aggravates or 
induces constipation, harmless 
bulk in the form of bran, fruits 
and green vegetables may be 
added. 

4. Avoid salty foods, such as 
ham, bacon, and salt fish. Do 
not put salt on food. 

5. Eat meat (fish, flesh, or 
chicken), only once a day, and 
then only a small portion. 

6. Do not eat more than one 
egg a day. 

7. Avoid all highly seasoned 
and spiced foods and restrict 
sweets. 

8. Diet should be composed 
largely of green vegetables, po- 
tatoes, fruits, cereals, rice, 
hominy, spaghetti, bread (espe- 
cially whole wheat and graham) 
and limited desserts. 


Vascular Hypertension 
Adherence to this regime is 
beneficial for all individuals 
past fifty years of age, whether 
or not they are suffering from 
increased vascular tension. 
Myocardial insufficiency, or 
impending decompensation, will 
necessitate modification of the 
diet along the lines indicated 
for heart disease. 


Chronic Interstitial Nephritis 


In these cases, delicate judg- 
ment may be required to deter- 
mine the fluid volume to be 
allowed. Too much fluid will 
burden the heart and cause 
strain on damaged vessels; 
while too little fluid will impair 


(Continued on page 66) 
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ALKALINIZER 


Kalak 
Water 


Whenever the patient shows a ten- 
\\ dency toward acidosis, remember that 
mii Kalak Water has in it those elements 
needed for maintaining the normal 
alkali reserve of the body—bicarbo- 
art nate of sodium, potassium, calcium 

ne and magnesium. It may advantage- 
Ma sasss 2a ously be substituted for the regular 
peewee drinking water and, with no extra 
SS’ trouble whatever, aid other therapeu- 
tic measures. 


To any hospital superintendent interested in 
making a trial of Kalak Water a supply 
















: will be sent without charge or obligation. 





KALAK WATER CO. 
6 Church St. New York City 
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“CHRIST AMONG THE 
LOWLY” 


(Using Lhermitte’s now famous paint- 
ing, “Christ Among the Lowly,” as tts 
Christmas cover, “The Trained Nurse 
and Hospital Review” prints the fol- 
lowing under the subhead, “‘A Christ- 
mas Message.’ We reprint it for 
you, _ we think it 1s very good. 


In the early nineteenth cen- 
tury a wise man discovered an 
especially talented young artist. 
His name was Leon Augustin 
Lhermitte, the son of a school 
master, whose delicate health 
led him to work in the fields. 

When Lhermitte was sent to 
Paris for further study, he soon 
deserted the staid halls of the 
Beaux Arts to work under a 
master iconoclast—a_ teacher 
who freed his students from 
technical restraint that they 
might express the visions within 
them. 


Begins Work in Charcoal 

At first the young man 
worked in charcoal. The peas- 
ant life and scenes of his early 
years at Mount Saint Pierre— 
now famous through its near- 
ness to Chateau-Thiery—were 
always his subjects and the few 
black lines of his sketches gave 
rugged characterization with 
rare beauty. 

By 1873 his work received 
cautious recognition in Paris 
and London, a year later, was 
unstinting in its praise. 


Changes to Pastel 

By this time his medium was 
pastel and when he returned to 
the Continent he immediately 
sought his old province to catch 
new visions of his subjects in 
color. 

Years passed. His pictures 
were received in high circles. 

Again he changed his medium 
to work in the life-like tones 
of oils, and again he went down 
to his native province to see 
those homely scenes through 
new eyes. 
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At this period certain critics 
complained of loss of rugged- 
ness in his conceptions; others 
credited him not only with bet- 
ter technique in his art but with 
vast human understanding. 


Seldom Portrays Individuals 


Christ “Chez les Humbles” is 
one of the rare products of these 
years. Some have called it an 
intentional anachronism — a 
First Century Christ blessing a 
Nineteenth Century mother — 
but to us the picture seems the 
truest Christmas message ever 
conceived. That service of love 
and understanding toward His 
fellowmen which Christ came to 
live is as valid in the Nine- 
teenth or Twentieth Centuries 
as in the days when he first 
expressed it. 

You will notice that Lher- 
mitte seldom portrays individ- 
uals. His pictures are of fam- 
ily units, of laborers working 
together in the fields, of peas- 
ants gathered at the overlord’s 
doorway for payment. He 
looked upon life in its far- 
reaching social relationships. 

His picture, “Among the 
Lowly,” shows the mother with 
the head of her child upon her 
breast; behind stands the father 
recently returned from the field 
but accepting his share in par- 
enthood by swinging a young 
daughter to his shoulder. On 
the right stands a “Little 
Mother” preparing the noon 
meal, the rare old grandmother 
and others. 


Mrs. Breckenridge Likens 
Lhermitte 


With this picture before you, 
imagine that you are looking 
in upon the home of Abraham 
Sizemore, Hurricane’ Creek, 
Kentucky, which Mrs. Brecken- 
ridge recently visualized for the 
American Public Health Asso- 
ciation. 

Like Lhermitte, she constant- 
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|) You want the best for the 2odern Hospital 


Horlick’s 
HORLICK’ § the Original 
WEI Malted Milk 
and the 


DUMORE ELECTRIC 
MIXER 


There is a widening range of uses 
for ‘‘Horlick’s” in hospital work. 
Its high nutritive qualities solve 
many problems of diet. The DU- 
MORE MIXER, at $10.50 deliv- 
ered, simplifies the preparation of 
malted milk beverages, hot or cold. 








Horuiicx’s Mattep Mix Corp., Racine, Wis. 















Are you planning a new laundry? Are you consid- 
ering the improvement of your present installation? 
Is your equipment giving you satisfactory results? 






It will be worth your while, in any case, to consult 
the corps of laundry specialists maintained by The 
American Laundry Machinery Company. Their ex- 
perience is especially wide—and they will gladly ad- 
vise you regarding any laundry problems you may 
have, without the slightest obligation on your part. 
Write! 











The American Laundry Machinery Company, 


Norwood Station, Cincinnati, O. 


CANADIAN FACTORY: The Canadian Laundry Machinery Co., Ltd., 





47-93 Sterling Road, Toronto 3, Ontario, Canada 
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ly returns to perfect her art in 
the environment where she first 
saw the vision of service. She, 
too, abandoned academic tech- 
nicalities—the habit of lauding 
hospital deliveries where there 
are no hospitals, or Ford trans- 
portation where only a sure- 
footed mule can clamber. 

The vision, to her, is the 
mother in isolation but like the 
artist she also sees the whole 
family. Her supporters and her 
nurse midwives are dedicated to 
general nursing care. 

City-minded, _ self - satisfied 
Paris artists never caught the 


paintings which made Lher- 
mitte famous; city - minded 
nurses cannot visualize the 


placenta previa case which is 
ten hours’ journey from the 
nearest doctor, be the location 
in Wendover, Kentucky, Indian 
Village, New York, or Roaring 
Camp, Nevada. 


His Ministry Was Among the 
Lowly 


The Good Samaritan did not 
wait for the wounded stranger 
to knock upon his door. To 
care for financially selected 
mothers in costly equipped hos- 
pitals under expert obstetricians 
is not the only service Christ 
imposed upon his followers. He 
willingly counselled rich Phari- 
sees when they sought aid, but 
His ministry was chiefly among 
the lowly. 

If “America loses more women 
in childbirth than soldiers in 
battle” are we living the spirit 
of Christ? If 200,000 wee babies 
“pass annually from one dark 
cradle to another” are we fol- 
lowing His example? 

Somewhere in the United 
States there are nurses willing 
to become midwives; some- 
where there are hospitals capa- 
ble of preparing them for the 
work; somewhere there are 


women like Mrs. Ayer, Mrs. 
Rallaxd = cae Sa Ra 0. Aw 
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Breckenridge and Mrs. 
who will lend their aid. 

Art has many mediums of ex- 
pression for those who see the 
vision. All are interpretable in 
the words: “Inasmuch as ye 
have done it unto one of the 
least of these ye have done it 
unto Me.” 


Ford 





DIET IN HEART COMPLI. 
CATIONS 
(Continued from page 62) 
the dilution and excretion of 
toxins through the kidney. In 
this disease the kidneys are un- 
able to excrete concentrated 

urine. 

The fluid should average be- 
tween 1500 c.c. and 2000 c.c. 
daily, if there is not excessive 
hypertension—that is, if the 
systolic pressure is below 200 
mm. Protein should be re- 
stricted to 50-80 gm. daily and 
salt should not exceed 5 gm. 
The total calories should be 
limited to 2000-2500 daily. The 
diet then, should be reasonably 
balanced, easily digestible, with 
a general quantitative limita- 
tion. It is most important to 
preserve heart muscle nutrition 
and compensation, and any 
modification of the diet will de- 
pend largely on the efficiency 
of the myocardium. 


Chronic Parenchymatous 
Nephritis 

A normal fluid intake is desir- 
able, if there is no edema. If 
edema is present, allow only 
1000 c.c. of fluid daily, and de- 
crease or increase as the varia- 
tion in edema indicates. Forc- 
ing fluids in these cases some- 
times promotes diuresis and 
disappearance of the edema ap- 
parently due to the fact that the 
kidney can excrete salts in di- 
lute solution, but cannot elimi- 
nate concentrated salt solutions. 

It is believed that forcing fluid 
should not be tried unless re- 
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Mercy Hospital Medicine Tray 


( Mercy Hospital, Pittsburgh, Pa. ) 








Tray and handle of polished aluminum. Perforated plate of copper, nickel 


White enameled one-quart pitcher with twelve graduated medicine 


Extra depth of tray provides firm setting for glasses. Perforations for 
glasses are numbered. Handle placed to provide proper balance. 
The tray is sturdily built for rigorous service, but is remarkably light in 


Size 1314” x94”. 


Price complete, as illustrated, $9.50. 


Write for literature on other models of Trays, 
Dressing Baskets, Thermometer Racks, etc. 


MUELLER & COMPANY 


Hospital Equipment 


Ogden Ave., Van Buren and Honore Sts. CHICAGO 


























Startling!!! 


Destroys pathogenic bacteria 


in rapidity of germicidal action. 


HEXYLRESORCINOL 
SOLUTION 6S. T. 37 


(Liquor Hexylresorcinolis, 1-1000) 


In addition, it is odorless, 


on less than fifteen seconds contact. colorless, stainless and non-cor- 


A general antiseptic for dis- 
infecting the skin and mucous 


rosive. 


Ie is active in the presence of 


surfaces. organic matter. 

Absolutely effective, but, per- Non-irritating when applied 
fectly SAFE, even if accidentally full strength to open wounds and 
swallowed. denuded skin areas. 


THREE AND TWELVE-OUNCE BOTTLES. 


SHARP @& DOHME 


BALTIMORE NEW YORK 


CHICAGO NEW ORLEANS ST. LOUIS PHILADELPHIA 
ATLANTA KANSAS CITY SAN FRANCISCO BOSTON 











LORD LISTER 


(What he did for Hospital 
Practice) 


In an interesting and schol- 
arly address made before the 
North Dakota State Medical 
Association, Dr. William Boyd, 
Professor of Pathology at the 
University of Manitoba dwelt 
on the important part played 
by Lord Lister in the develop- 
ment of surgery. We cull the 
following excerpts from this 
address with acknowledgement 
to the Journal Lancet which 
published the full paper. 


“Through all the centuries 
which have passed since the be- 
ginning of scientific medicine 
progress has been pitifully slow 
in the real art of healing. Look- 
ing down the vista of the years 
great figures tower aloft, but 
these for the most part are men 
who have opened our eyes to 
the meaning of the structure 
and function of the body and 
to its behaviour in disease, men 
like Vesalius, Harvey, Hunter, 
and Virchow. A _ few great 
drugs, as opium, quinine, mer- 
cury, and digitalis were known; 
surgical procedures, such as the 
amputation of limbs, were prac- 
ticed, but over everything there 
hung a great darkness. Until 
the middle of the 19th century 
nothing was known as to the 
real nature and cause of the 
vast group of infectious dis- 
eases and those due to micro- 
organisms. 


“But by the middle of the last 
century a curious position had 
arisen in surgery. The intro- 
duction of the use of anesthesia, 
in 1845, had served as a tremen- 
dous stimulus to the art; and 
now that the patient was no 
longer racked by torment dur- 
ing the performance of an op- 
eration surgeons began to ex- 
tend their field of activity. But 
all such endeavors were checked 
by the conditions with which 
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the surgeon found himself con. 


fronted in his hospital work 
For in those days, indeed in the 
entire pre-Listerian era, the pa- 
tient who entered the surgical 
wards of a hospital was con- 


fronted by strange and mysteri- | 


ous dangers, terrible in them- 
selves and all the more terrible 
because they were seemingly so 
capricious. These dangers were 
the so-called surgical hospital 
diseases. 

“There were four principal 
hospital diseases;  erysipelas, 
pyemia, hospital gangrene, and 
tetanus. It is difficult, indeed 
impossible, for us at the present 
day to picture the havoc which 
these diseases wrought in a sur- 
gical ward before the epoch- 
making year of 1865. Erysipelas 
would sweep like the burning 
fire it was throughout a ward. 
Pyemia would set up innumer- 
able abscesses, accompanied by 
terrible shivering attacks and 
high fever, terminating in death. 
Hospital gangrene was in some 
ways the worst of these 
plagues. Tetanus in those days 
used to spread from patient to 
patient. 

“The wounds inflicted by the 
surgeon or resulting from in- 
jury were very different from 
the clean operation wounds 
with which many of you are 
familiar from personal experi- 
ence. No one knew whether a 
wound would remain clean or 
go bad. In the latter case when 
the dressings were removed the 
edges of the wound were found 
to be red, swollen, and tender, 
whilst pus poured from between 
the inflamed edges. Every 
wound was in danger, every 
break in the skin. That is why 
a simple fracture of a bone, in 
which the skin is not perfo- 
rated, was such a comparatively 
trivial matter, whereas a com- 
pound fracture often cost the 
patient his life. Milton’s lines 
might have been written in de- 
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Before Winter Comes ~ 


Prepare for Those Pneumonia Cases 











Treat them withthe... 
Roth-Barach Oxygen Apparatus 


It will give preater comfort— Make breathin3, 
easier—Slow the pulse and respiration — In- 
crease arterial oxygen saturation — Relieve 
cyanosis and other distressin3}, symptoms — 
Prolong life until such time as the immunity 
mechanism is able to accomplish recovery. 


Made exclusively by the original designer 


Warren E. Collins 


Specialist in Metabolism Apparatus 
555 Huntington Ave. - Boston, Mass. 
Formerly with the Carnegie Nutrition Laboratory 1908-1920 
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scription of some of the hos- 
pital wards of those days: 


‘Despair tended the sick, busiest 
from couch to couch; 
over them triumphant 
Death his dart 
Shook, but delay’d to 
though oft invoked 
With vows, as their chief good 
and final hope.’ 


And 


strike, 


“Over everything there hung 
the fetid smell of decomposi- 
tion, although the surgeons of 
those days were so accustomed 
to it that they used to refer to 
it as the ‘good old surgical 
stink,’ It was. the uncertainty 
which must have been so ter- 
rible. The element of chance 
or luck must have paralyzed 
surgery. The simplest and most 
successful operation might be 
followed by death. It was this 
element of chance which was 
sO mysterious and so inexpli- 
cable. When one of these epi- 
demics of hospital diseases was 
at its height the surgical wards 
of the Glasgow Royal Infirm- 
ary had to be closed, and the 
Nuremberg authorities actually 
contemplated pulling down their 
Allegemeines Krankenhaus be- 
cause of a similar state of af- 
fairs. When a patient entered 
the Edinburgh Royal Infirm- 
ary he had to deposit a sum 
of money necessary to defray 
the funeral expenses. In 1863, 
when Pasteur had provided all 
the data necessary for the ap- 
plication of the antiseptic prin- 
ciple, ten women in succession 
were sent for operation to a 
house in Paris and left it in 
coffins. In their terror the 
neighbors called it the House 
of Crime. Erichsen, the leading 
London surgeon of the day, 
said that the only remedy for a 
pyemic hospital was the pick- 
axe, and Sir James Young 
Simpson, of Edinburgh, the 
originator of chloroform anes- 
thesia, made the famous remark 
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that ‘the man laid on the oper- 
ating table in one of our surgi- 
cal hospitals is exposed to more 
chances of death than the Eng- 
lish soldier on the field of 
Waterloo.’ 


“Perhaps the best way for us 
to realize the difference in sur- 
gery before and after Lister is 
to take a look at the surgical 
text-books of the early part of 
the nineteenth century. John 
Bell, in his ‘Principles of Sur- 
gery, written in 1801, gives the 
following description: ‘When 
hospital gangrene rages in a 
great hospital it is likea plague; 
few who are seized with it can 
escape. Every cure stands still. 
Every wound becomes a sore, 
and every sore is apt to run 
into gangrene. It has. been 
named the ‘Hospital Gangrene,’ 
and such were its ravages in 
the Hotel Dieu of Paris that 
the surgeons did not dare to 
call it by its true name; they 
called it the rottenness, foul- 
ness, sloughing of the sore. The 
words, hospital gangrene, they 
durst not pronounce for they 
sounded like a death knell; at 
the hearing of that ominous 
word the patients gave them- 
selves up for lost. Let the sur- 
geons bear in mind then that 
this is a hospital, that outside 
the circle of the infected walls 
the men are safe. Let him 
therefore hurry them out from 
this House of Death, let him 
take possession of some empty 
house, let him lay the patients 
in a school room, in a church, 
or on a dunghill; let him carry 
them anywhere but to their 
graves.’ 


“When you contrast this pic- 
ture with the surgical wards of 
our own hospitals, which any 
of you may have to enter, will 
you not agree that the man 
whom we honor tonight is in- 
deed one of the great heroes 
of the world?” 
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(A pure antiseptic liquid) 


for Axillary Hyperidrosis is more 
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perspiration gives no offense because of better evaporation. 
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DIET IN HEART COMPLI- 
CATIONS 
(Continued from page 66) 
striction of fluids fails to bring 
about a definite subsidence of 

the edema. 


Protein should be limited to 
50-80 gm. daily. Salt should be 
restricted and obstinate cases 
of edema may require a strictly 
salt-free diet, no salt being used 
even in the cooking of the prac- 
tically salt-free foods. (Occa- 
sionally restriction of salt in- 
creases the edema, and 5-10 gm. 
of salt in such cases may act 
as a diuretic.) 


Epstein advanced a _ theory 
that certain cases of edema with 
albuminuria differ from the us- 
ual picture of chronic nephritis, 
and that in these cases the 
edema is due to depletion of 
albumin, and he, therefore, ad- 
vocates a high protein diet. 
These cases suitable for high 
protein diet are said to present 
an alteration of the normal 
ratio of albumin to globulin in 
the blood, and a high blood 
cholesterol. He advocates 120- 
240 gm. of protein, 20-40 gm. 
of unavoidable fat and 150-300 
gm. of carbohydrate. Consen- 
sus of conservative opinion is 
that cases responding favorably 
to such treatment must be ex- 
treinely rare, and that while in 
some cases disappearance of 
edema may indicate improve- 
ment the blood nitrogen will 
be increased and the phthalein 
excretion diminished; as_ has 
been demonstrated in cases 
checked with blood nitrogen 
determinations and _ phthalein 
excretion tests. 

Acute Nephritis 

In general, the diet should be 
adequate for the needs of the 
patient, and yet demand as little 
excretory function as possible, 
on the part of the kidney. The 
following general rules should 
be observed: 
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1. Marked restriction of pro- | 
tein and salt and moderate re. | 


striction of fluids. The protein | 


should be reduced to 20-30 gm. 


ed 


and the salt to 2-3 gm. Marked | 
edema may call for strictly salt- | 


free diet. Fluids should be re- 
duced to 1100-1500 c.c. 


2. A milk diet may be given 
or, if greater reduction of pro- 
tein and salt is deemed advis- 
able, a diet of fruit juices, thin 
grucls, crackers, toast, rice, and 
potatoes may be substituted. 


3. If much fluid is lost by 
vomiting, diarrhea or sweating, 
it must be replaced to dilute 
the toxins and facilitate the ex- 
cretion of waste products. 

4. After the acute symptoms 
have subsided the diet may be 
increased, depending for selec- 
tion of foods, on the presence 
and relative severity of nitro- 
gen or salt retention. 





ABBOTT BUYS MILLIKEN 


The Abbott Laboratories, 
North Chicago, Illinois, an- 
nounce the purchase of John T. 
Milliken & Company of St. 
Louis. 

The Milliken Company was 
established in 1894 by Mr. John 
T. Milliken to manufacture a 
line of pharmaceutical prod- 
ucts. On the death of Mr. Mil- 
liken in 1921, the business was 
taken over by the trustees of 
the estate and Mr. John D. Gil- 
lis was elected President. Since 
that time, the company has ex- 
panded its line of specialties 
and greatly extended its busi- 
ness. 

Dr. Alfred S. Burdick, Pres- 
ident of the Abbott Labora- 
tories, states that the Milliken 
business will be continued at 
St. Louis for the present with 
no changes in personnel. It will 
be operated as a branch of the 
Abbott Laboratories. See spe- 
cial announcement on page 59. 
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- RADON 


(A short-lived gaseous decay product of radium) 


-- in @-«- 
GLASS AND GOLD PERMANENT IMPLANTS 
REMOVABLE PLATINUM IMPLANTS 


--and -- 


STANDARD SIZE NEEDLES and TUBES 





Quick Delivery to All Parts of United States and Canada 


STANDARD CHEMICAL CO. 


No. 1 East Forty-second Street, New York City 
Send for Booklet 
































Consider These Features: 
1. Wide Therapeutic Range. 
- Combined values of ultra-violet and 
infra-red rays. 
. No danger of tissue burns. 
. Compact and convenient to operate. 


. Operates on alternating or direct 
current—no special wiring required 


- Costs only $120. 








Send for Illustrated Bulletin and 
Easy Payment Plan 


PHYSICAL THERAPY EQUIPMENT CO. 
Sales Agents for 


SANITARIUM AND HOSPITAL EQUIPMENT CO. 


Originators of the Therapeutic Arc Lamp in America 
Battle Creek, Mich. 
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Ink 


will last 
full life 
of goods 


GUARANTEED 


Used with 
PEN or 
MACHINE 


Ask us to 
tell you all 
about the 


Applegate Marking Machine 
costs less, yet most efficient 


Any size or style letters 


APPLEGATE CHEMICAL CO. 
5630 Harper Ave., 


CHICAGO, ILL. 












































remains clean, 
sanitary, al- 
ways visible 


washing, dress- 
ing, examina- Name 
tion, treat- 
ments, etc, .. 
until cut off. 


TRUE IT IS— 


—that the Nursery Name Necklace 
is the most attractive of all baby 
identifications, is preferred by moth- 
ers, and is self sustaining in cost. 
Yet its chief benefit to your hos- 
<9 is in its ABSO 


LUTE SAFE- 
A necklace once sealed on, 


- . through 


Necklace 





Write for complete description, 


with sample necklace. 


J. A. Deknatel & Son, Inc. 


222nd Street & 96th Ave., Queens 


Village (L. I.) New York 











sa 


Asa 
Preoperative 
Skin 
Disinfectant 


Drs. Scott and Hill, 
The Journal of Urology, 
August, 1925, pp. 135-152, 
report a two per cent 
solution 


MERCUROCHROME 
220 SOLUBLE 


(Dibrom-oxymercuri- fluorescein) 


in 55 per cent alcohol and 
10 per cent acetone to be 
more effective and satis- 
factory than Iodine or 
Picric Acid. 


It is painless, does not 
cause dermatitis, pene- 
trates deeply, is relatively 
non-toxic, and its color 
demonstrates definitely 
the extent and thorough- 
ness of the preparation of 
the field. 


Formula for Solution — Dis- 
solve 2 grams Mercurochrome 
in 35 cc. distilled water, add 
55 c.c. of 95 per cent alcohol 
and 10 c.c. acetone. Solutions 
46 days old were found to be 
completely germicidal on two 
minute skin tests, so that stock 
solutions may be retained. 


eM. 


HYNSON, 
WESTCOTT & DUNNING 


BALTIMORE, MARYLAND 
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Opportunities 











NTED—(a) Dietitian; thoroughly experi- 
eg required by 125-bed hospital 
in the East; someone understanding how to 
purchase supplies economically; some teaching. 
(p) Supervising nurse to take charge of chil- 
dren’s ward consisting of 35 beds; must qual- 
ify in care of children as well as in teaching 
pediatrics; western hospital of 200 beds. (c) 
Superintendent; new tuberculosis hospital; ex- 
perience in executive and tuberculosis work re- 
quired; $150-$200. 487 MEDICAL BUREAU, 
1330 PITTSFIELD BUILDING, CHICAGO. 





WANTED—(a) Instructor for university hos- 

pital; exceptionally well organized training 
school; $120-$150. (b) Anaesthetist who is 
qualified, also, in either laboratory or X-ray 
work; operations average 50-90 monthly; lab- 
oratory work averages one to two hours daily; 
$150-$165. (c) Public health nurses; $150 with 
transportation and equipment furnished. 488 
MEDICAL BUREAU, 1330 PITTSFIELD 
BUILDING, CHICAGO. 





Medical supervisor; 300-bed 

hospital; college trained woman _ preferred; 
middle western metropolis; $125. (b) Histor- 
jan; 125-bed hospital located in southeast; 
must be capable and efficient; $125-3135. (c) 
Laboratory technician for group appointment; 
preferably someone with college degree; blood 


WANTED—(a) 


chemistry required; $150. 489 MEDICAL 
BUREAU, 1330 PITTSFIELD BUILDING, 
CHICAGO. 


WANTED—(a) Night supervisor for surgical 
hospital of 130 beds; $125; eastern location. 
(b) Operating room supervisor; university hos- 
pital; western city; $125. (c) Superintendent 
of nurses; nicely equipped hospital located in 
one of United States’ foreign possessions; in- 
teresting connection. (d) Obstetrical supervisor; 
200-bed hospital; New York registration re- 
quired; $125. 490 MEDICAL BUREAU, 1330 
PITTSFIELD BUILDING, CHICAGU. 





WANTED—(a) Superintendent; small hospi- 

tal located in somewhat isolated village; 
fine climate; excellent living conditions; $1800. 
(b) Night supervisor for mental and nervous 
institution; preferably someone 30-35. (c) 
Supervisor for maternity hospital; will have 
entire charge of birth room and _ supervising 
of floor; patients average nine to ten daily; 
lying-in training required; not far from Chi- 
cago; $115. 491 MEDICAL BUREAU, 1330 
PITTSFIELD BUILDING, CHICAGO. 





WANTED—(a) Technician who is also grad- 

uate nurse to take charge of small laboratory 
and assist generally in physicians’ office; no 
Wassermanns or tissues; will be expected to 
assist with minor operations. (b) General 
duty nurse for medium sized hospital located 
in middle west; $90-$100. (c) Anaesthetist; 
100-bed hospital located comparatively short 
distance from Chicago; $125. 492 MEDICAL 
BUREAU, 1330 PITTSFIELD BUILDING, 
CHICAGO. 





WANTED—(a) Instructor; assistant science 

instructor for one of the leading hospitals 
in middle west; college trained woman re- 
quired; minimum, $125. (b) Supervisor for 
women’s department; 500-bed eastern hos- 
pital; exceedingly comfortable living condi- 
tions; eight-hour day; $1200-$1300. (c) Med- 
ical Secretary; position is in office of middle 
western surgeon; must be capable of editing 
manuscripts; salary open. 493 MEDICAL 
BUREAU, 1330 PITTSFIELD BUILDING, 
CHICAGO. 
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SPECIAL ATTENTION—I furnish all kinds 

of Nurses, Pupils, Technicians, Physicians, 
Attendants, Internes—in fact ALL kinds of 
help for Institutional employees. Also sell and 
furnish physicians’ practice, locations, partner- 


ships, positions, etc. Established 1904. Gilt 
edge __ references. Special _ plans. r . 
KNIEST, R. P., PETERS TR. BLDG., 


OMAHA, NEB. 





Results count. There is no mistaking the 
rapid trend toward S. M. A. by physicians 
who appreciate results. Price and manner of 
preparation are negligible. S. M. A. has 
won widespread favorite in a way that can be 
summed up in two words—favorable results. 
The Laboratory Products Company, Cleveland, 
gs air gladly send you a trial package of 





Where do you buy your garments for use 
in your Hospital? The E. W. Marvin Com- 
pany, Troy, New York are specialists in this 
line and have such a volume of business that 
they can offer you exceptional quality goods 
at most reasonable prices. They are very 
prompt in answering requests for samples and 
information. See page 19. 





For purely scientific and medicinal pus- 
poses, alcohol can be procured, free of tax, 
from C._S. Littell and Company, 328 Spring 
Street, New York. They have made a spe- 
cialty of this business for many years and 
will be glad to furnish you with all the 
details necessary. 





Have you noticed the good bargains that 
Betz offers in their spread insert in this 
issue? It will pay you to watch this space 
every month, for they plan to advertise many 
unusual articles that you can procure at a 
saving. Watch this space every month and 
take advantage of their offers! 





Every Surgeon 


Should examine, and have his 
Hospital Authorities test 


ImpervO 
Waterproof Material 


A new economical water- 
proof sheeting that costs less 
than rubber or rubberized 
material, and lasts longer. 


IMPERVO will not wrinkle 
or crack, and is more com- 
fortable for the patient to lie 
upon than rubber. 


Let us send samples and in- 
structive literature of IM- 
PERVO Bed Sheets, Operat- 


ing Table Cushions and 
Sheeting in rolls. 
+ 


E. A. Armstrong ImpervO Co. 
WATERTOWN, MASS. 
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Margin of Golerance 


TOLERANCE of 240 milligrams 

per kilogram of body weight is 
required by the government for every 
batch of Neoarsphenamine marketed. 
But note this. Every batch of D. R. 
L. Neoarsphenamine is guaranteed 
to have passed the required test at 
or above 400 milligrams per kilo- 
gram of body weight—an extra mar- 
gin of tolerance amounting to 6624%. 


For Quality and Service Specify 


D. R. L. 


NEOARSPHENAMINE 


DERMATOLOGICAL RESEARCH 
LABORATORIES 
PHILADELPHIA 


ABBOTT LABORATORIES 
NORTH CHICAGO, ILL. 


NEW YORK SEATTLE SAN FRANCISCO LOS ANGELES 
TORONTO BOMBAY 


























THE POPULATION of the U. S. 
doubled in 40 years. The number of 
Physicians prescribing ae © doubled 
in 22 months. There is no mistaking the 
rapid trend toward S. M. A, by Physi- 
cians who appreciate Results— more sime« 
ply and more quickly. May we send you 
a Trial Package? The Laboratory Pro- 
ducts Company, Cleveland, Ohio. Fine 
Products for the Infant’s Diet. 

















When Scarlet. Fever 
Threatens . 


Ricinoleated Antigen, Scarlet Fever, Immu- 
nizing, Lilly, offers a method of suppressing 
scarlet fever epidemics by active immuniza- 
tion. One dose for young children—two for 
older. children and adults—given intramus- 
cularly, confers‘immunity in from five to 
eight days. Reactions are negligible in young 
children when the antigen is properly given. 
Scarlet F ever Streptococcus Antitoxin; Lilly, 
7 is potent serum,refined by improved meth- 
ods* of €oncentration. It is used for treat- 
ment; for immediate protection by passive 
immunity’ of « exposed susceptibles, and for 
diagnosis by the ‘Schultz-Charlton test. 


Eli Lilly and Company 
INDIANAPOLIS, U. S. A. 











